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; The article on page 16 jive detailed plans, as well as 
suggestions for launching a pub ic comfort station campaign 
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rthan the signed to economize room, yet provide faule- 
ess service. The Corwith bath may be had in 
bathroom. four lengths; the Nove lavatory in three sizes. 











athroom will supply Chen adn in copes to suit 
arming. your tasteand bud dget Our color book on bath 
een de- room arrangement will aid you. Write for it 
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FREE-— —Adrartning Cuts for Contractors 


; This stril ki ing advertisemet 





x other national magazines. 


ble plumbing contract: 
ill the families who 
u whenever the ‘‘respon- 


ee 


sible plumbi ing contracto r’’ is mentioned. Thenew Crane 
Cut Book tells how to reap what Crane sows, how to 
tie-up with Crane national advertising ; and offers = 
help (including free cuts) in the preparation of your own ads 
ma, plumbing contractor who is seeking ways to build 
his business, who is interested in the progressive mer- 
chandising of his services, ought to have a copy. Write 
today. It is free. Address Crane Co., Chicago. 
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eA . SN ~ 
Don’t let the wave of business conditions 
buffet your business about like so much drift 
wood,--be prepared for the battle, for busi- 
ness supremacy is a matter of preparedness 
and experience. 
There are thousands of plumbers through- 
out the United States who give full credit to 


the VQGEL Line for the success of their 


business. 


Why not let the VQGEL Line help you? 
Take just as an example the VQGEL No. 1 
Frost Proof 


This closet is ideal for any out of door 
place that is unheated. It will not freeze, is 
economical of water and is very easy to 
install. 


How many of your customers could use a 
VQGEL No. 1?) Just look over your books 
and then ask your jobber for help. He has 
sold Vogels for years. 


Jos. A. Vogel Co. 


Wilmington, Del. 


St. Louis, Mo. 
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positive control 
Pf bath and shower 
from One Lever! 





Ow- 





HE new Republic Two-Way Service Control makes one fixture 
serve two purposes. Combines bath and shower into one unit. ie 


The desired temperature of the water may be obtained through 
the spout of the tub and immediately turned into the shower by 
use of the Republic Two-Way Service Control. No fear of cold 
shock or scalding hot water when taking shower. i 


Eliminates the necessity of the utility closet. 


The new Republic Two-Way Service Control is a salable item 
because popular favor will create a live, growing demand. A good 
item to stock because easy, simple and inexpensive to install. 
Order a sample Two-Way fixture from your jobber today for a 
sales-creating display in your show room. 


THE REPUBLIC BRASS COMPANY, Cleveland, Ohio 
Good Plumbing . - - - Good Business - - - - Republic Brass Goods 


REPUBLIC | 
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WO rH WAY 


SERVICE: CONTROL 
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want ads 


—a few cents a day 


NLASSIFIED ads (want ads) are an 





A inexpensive short cut to more 





Improved Asbestocel business. They 





are actually a home buying directory, 





widely read by homeowners everywhere 
They tell your story at hundreds of 
breakfast tables and in hundreds of 
easy chairs at night. Yet their cost 








is usually trifling. 








Run an advertisement something 
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Asbestoce! 
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Courtesy ‘‘Advertising and Selling Fortnightly" 


keeps your name before the homeowners of your town 


like this, two or three times a week: 





WE CAN SAVE YOU FUEL. Let us quote youon 
ing your bare heater pipes with Improved Asbestoce 
Often it saves ita cost in one heating seasor 
about plumbing and heating repairs or replacement 
NAME and Address 


a 


Don’t expect classified ads to bring 
big returns at once. No advertising 
works that way. But use them consis 
tently and regularly and your want ads 
will soon pay for themselves in more 
Improved Asbestocel sales. 


JOHNS-MANVILLE 


Improved 


JOHNS-MANVILLE tnx 
792 Madison Ave., at 41st Street 
New Y k ¢ y 
Brancne, in 6? Large Cities 
For Canade 
CAMADINAN JOHNS BarViiLs OO., LTD 
Terecte 

















REG.U.S. PATE 
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DAVIS ENGINEERING CORP. 
92 WEST STREET, NEW YORK 


FACTORY: ELIZABETH, NEW JERSEY 
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as I have 
rty is the 


that 
sideration, 
House prope 


"This spring, 
naition 


were in good con ; 
for changing was © 


statement above gives an example of 

what can be accomplished with H. B. 
Smith Boilers when properly installed. 
H. B. Smith Boilers are so rated that they 
have an above normal capacity for excep 
tionally cold weather and ordinarily operate 
to secure maximum heating volume from 
the coal burned. ‘Guaranteed Heating 


Home Office and Work:: 
Sales Offi 
Westfield 
Philadelphia 
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THE H. B. SMITH COMPANY 
Dept. A-12, Westfield, Mass. 
-sand Warehouses at: 


Boston 


THE H-B-SMITH 


! 
._ BOILERS & RADIATORS _. | 
| 
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* Used in fine homes and huldings since 1860 
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Satisfaction at Minimum Cost” is the title 
of a new booklet just off the press being a 
timely discussion of the subject of Boiler 
Ratings of interest to Architects, Engineers 
and Heating Contractors. If interested, send 
We will gladly mail you one with 
our compliments. 


for a copy. 


New York 
Cleveland 





THE H. B. SMITH COMPANY, Dept. A1l2, Westfield, Mass 


Gentlemen Please send me a copy of your booklet on boiler 


ratings, ‘‘Guaranteed Heating Satisfaction at Minimum Cost 


Name 


City State 
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When a Cat Has Fits 


it runs around in circles. It doesn’t know where Riis Aah Sldlieseed 
° A im ‘ ipe Too aker to the 
it’s going, but its on its way. American Plumber 


and Steamfitter 


NYE—the Die Man 


When a dog goes mad, it climbs trees, jumps ash- 
cans, and acts up generally. 


But when a tool bucks or a cutter-wheel breaks 
in the middle of a job 


You ought to see what a plumber does! 


It doesn’t need to happen, if you buy Nye Dies. 
The Nye Die was designed to keep plumbers from 
going mad. 


The Nye Die is made of the finest tool steel tem- 
pered in oil —and absolutely guaranteed. 


THE NYE DIE 
is as much better than other dies as other dies 
are better than nothing. 


The Nye Die works best, lasts best, is best — so it 
pays best! 


THE NYE TOOL & MACHINE WORKS 


4120 Fullerton Avenue CHICAGO, ILLINOIS 





NYE 
SOLID DIE 


Nye thin blade cutter wheels are in a class by Improved The Nye Jr. 2-Way Stock 
themselves, They are a National institution just . er ai os the hre 
like Mr. Hughes’ whiskers, Ziegfeld's Follies or Skip-Tooth Pattern Fo De ayy em» ee ee 
Spearmint Gum. Made to fit all standard makes Chasers Relieved inch solid die 

of pipe cutters, and guaranteed against breakage Net price, $7.00, complete with }2 and Nye 


in use. ( Backed-Off) skiptooth dies. 
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Now, while the anthracite coal 
strike is fresh in their minds, 
you can sell your prospects a 
SPENCER HEATER by remind- 
ing them that they can always, 
regardless of strikes, get No. 1 
Buckwheat at from $4 to $7 
less per ton than the domestic 
sizes that are so quickly una- 
vailable when a shortage exists. 


Spencer 


>j> .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 


A size and type for every purpose J Sold only through heating contractors 


— 











_ ocean 


STANDARD HEATER COMPANY General Offer «WILLIAMSPORT, PA. 


New York C Boston Philadelphia Baltimore juffalo Roche 
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September 26, 1028 


HE WHO TOUS HERE & 
MATH SET HIS MARK 





; RIUMPHING over stubborn tron 
ind refractory enamel the Kohler 
workman molds into li if beauty 


plumbing fixtures which are me in che 
finest dwelling, yet which are well within 
the means of everyone. Then 

mark” in the smooth, ima 

enamel the name Kohk 
letters—sign of a quality held in special es 
teem for many yeat 1 should have 
Kohler Ware mn your bathrooms, kitchen, 
and laundry Let us send you Booklet f 





KOHLER CO. Pounded 18 KOHLER WIS 
Shipping Point, Sheboygan Wes Bra / (Ces 


KOHLER oFKOHLER 


Enameled Plumbing Ware 











Watch the Kohler Advertising 


The millions who read Kohler advertising are getting a picture, 
not only of the quality of Kohler Ware, but also of the trust 
worthiness of the institution behind that quality. The advertise- 
ment above, reproduced from the full-color page in The Saturday 
Evening Post of September 26th, shows how Kohler advertising is 


carrying that double message — with its double selling power 
to your customers. 


Kohler Co , Founded 1873, Kohler, Wi . Shipping Point, Sheboygan, Wis. 
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Administration and "gy 
Equipment Building 




















Southwestern Bell 
Telephone Company 


Under Construction at St. Louis, Mo. 


Architects 


Mauran, Russell & Crowell 


Associate Architect 


I. R. Timlin 


Plumbing Contractors 


J. A. McBride Mechanical 
Equipment Co. 


Plumbing Jobbers 
N. O. Nelson Mfg. Co. 


General Contractors 
Westlake Construction Co. 


Equipped throughout with the 


Watrous 
~~ 


Flush Valve and 
Duojet Closet 


Watrous Flush Valve and Duojet 
Bowl — Wall Type— Selected for the 
Bell Telephon’ Building, St. Louis 
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The Watrous Combination 


Most Sanitary, Efficient and Economical 


HE Watrous Flush Valve delivers the 

exact amount of water required for a 
proper flush and refill, and the Duojet 
Closet Bowlempties itself more quick- 
ly and 1s more sanitary than any other 
closet bowl. 


The Watrous Closet cannot possibly 
clog or overflow—due to the elimination 
of the restricted passages which are neces- 
sary in other types of closets. This pre- 
vents the expense and annoyance occa- 
sioned by the removal of obstruction from 
the bowl, and repairs to walls and ceilings 
on lower floors. 

The efficiency of this combination makes 
an annual money saving which no build- 
ing owner can afford to ignore. 


For full details on the Watrous Flush Valve 
and Duojet Bowl, write for booklet D 


PLUMBING DIVISION 
Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures— Pop-Up Wastes— Drinking Fountains — Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


(Established 1885) 


CHICAGO 
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@Beliren Ourdselved. 


The man who is so busy that he does not have time to read his trade paper is like 


ORTLAND, THE FAIR CONVENTION 
city, Birmingham, Alabama, and Roanoke, Vit 
yinia, each merit a blushing bow from us this 

week. Wm. Hey, chief plumbing inspector of Port- 

land, writes: “Discussions of this kind (discussions 
of codes) are of benefit to all who are interested in the 
plumbing business and may lead to a national code, of 
which we are greatly in need. At least 60 per cent of 
our lives are spent in our homes and they should be 

made and kept sanitary, regardless of cost.” W. S 

Mayfield, of the W. S. Mayfield Co. of Birmingham, 

\labama, says: “We have been subscribers to yout 

journal since entering this business; in fact, we could 

not get along without it. We always enjoy ‘Domestic 


x») 


I-ngineering’. 


HAT MR. MAYFIELD SAYS ABOUT EN- 

joving “Domestic Engineering” contains a whole 
sermon. Somehow, some men think of the reading of 
their trade journals as a task. It isn’t. ‘There 1s, 
according to philosophers, only one real joy in life, and 
that’s the joy of learning and growing in knowledge 
You remember the old saying, “Reading maketh a full 
man.” What satisfaction can a man have greater than 
that he has a firm grip on his business, and that he 
keeps abreast of the developments in his industry? 
Self-confidence is based on knowledge. If it isn’t it’ 
only conceit. The man who knows is the man who 
succeeds, and you and I, working along day after day 
in our little corners, can’t grow if we close our minds 
to outside influences. “Domestic [engineering” brings 
the world to your door. It will help you in solving the 
technical problems you encounter, it will bring to 
your attention management and merchandising 
methods which make for bigger volume and larger 
profits. No wonder Mr. Mayfield says he enjoys 


reading “Domestic Engineering.” 


ND THE LETTER FROM ROANOKE, VIR 

ginia, says: “We want to express to you our 
thanks for the wonderful work you are doing towards 
professionalizing our line of business. You are cer- 
tainly putting it into the front rank, where it belongs. 
No longer are master plumbers looked upon as scaven 
ger business men, but here in the South we receive 
the respect and stand in rank with the biggest business 
mien of our section. You with your magazine are cer- 
tainly doing good work and are to be congratulated 
from every point of view.” We submit that letter, not 


so much as a compliment to us as a compliment to you 





the man who was so busy chopping wood that he did not have time to sharpen his axe 


True, the trade journal has pointed the way but it’ 
the consistent readers in the industry who have stepped 
out and won the respect so proudly spoken of in. the 


letter quoted. 


b pe KINGS ANYWHERE BUT IN THI 
columns of this paper would mean a revolution 
But this week you have in store articles by Frank IR 
King, state plumbing inspector for Wisconsin, and 
\lfred G. King, consulting engineer, well known for his 
writings in our field. Frank R. King’s article deals 
with “Municipal Public Comfort Stations.” Not only 
does Mr. King give in detail the plans for existing 
comfort stations, but he goes a step farther. He give 
you an idea (and remember he’s a public official) ot 
how to go about interesting the health authorities in 
vour community in the subject of comfort stations 
This article will do much to help you present such a 
project fully armed with facts. In the drive for morc 
and better comfort stations the master plumber ought 


to be in the front rank. 


-~ FRED G. KING INVITES YOU TO “LOOK 
LY at the Piping System.” Carelessness and incom 
petency, says Mr. King, are the two main causes otf 
inefficiency in a heating system. In hts article he deal 


with the fundamentals which every master and jou 


neyman in the heating business ought to have at Iu 
fingertips. Bear in mind, too, that while such an arti 
cle has a tremendous value as technical material, it has 


an almost equal value as it affeets the future growth 
of a business. No company can survive poor installa 
tions. You can no more mount to. succe on poor 
installations than you can climb to the second floor on 
a rotting staircase. Sound workmanship 1s indis 


pensable to expansion, 


\ RTICLE NUMBER TWO ON THE SUBIEC 
[ of “The Transmission of Heat,” by A. W 
Barnes of London, [england, will be found in this issue 
While we may not agree with all of the conclusions of 
english scientists on this subject, it will be enlightening 
to get their viewpoint. After all, the material presented 
by Mr. Barnes is based upon tests made and so deserve 
careful consideration. At least it will give the readet 
something to think about 


a ~: 
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The Genuine **Toledo”’ No. 1A Ratchet Is 


The Perfect Threader For 1 to 2 Inch Pipe 


“TOLEDO” 
No. 1A— 


ey 4. 


{ WEST OF THE ROCKIES $12.75) 


This ‘‘TOLEDO” No .1A ratchet tool is the finest tool 
mn the market for threading 1-inch to 2-inch pipe. 


For more than a score of years it has held thejreputa- 
tion of being the finest threading tool made, and to-day 
it is more than ever recognized by experienced operators 
as being the perfect 1-inch to 2-inch pipe threader. Made 
of the finest materials, all parts perfectly machined and 
fitted, the easiest operating, and strong beyond all possi- 
ble need, it has well earned this recognition. 

Your jobber will supply you at this low net price, but 
insist on the genuine, look for the name and trade-mark 
and accept no substitute, if you wish real ‘‘TOLEDO” 


service. 


BUY BY COMPARISON ANDIYOU'LL BUY A 


a a 


THE TOLEDO PIPE THREADING 
MACHINE Co. Toledo, Ohio 


New Yerk Office, $0 Church St. 
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Chil 


their 


ol has started. 


School Children “0 be sate 
and Plumbing 


jects, getting new ideas and taking all their thoughts 


books, learning new sub 


and experiences home every night to tell their folks 
about them. Now is the time, if you have not done 
it already, to put the Story of the Bath in your city 
schools and, by means of it, get those children to 
talking to their folks about the health and happiness 
the lesson 


that come from frequent bathing new 


that they are studying. The minds of the school boy 
and the school girl are decidedly impressionable 
And the Story of the 


curriculum and furnishes one of the best means you 


Jath fits right into the school 


have of selling the idea of better plumbing where 
such an idea will do tremendous good. 

Maybe you have school ‘children of your own 
Stop and think for a moment of how much their de 
sires influence your actions. It’s the advanced ideas 
of today’s youth that have changed many families’ 
mode of living. It wasn’t many vears ago, for in- 
stance, that people thought it was not healthy to 
But 


learned in school that fresh air was necessary and 


sleep in rooms with open windows. children 
they taught their parents what they had learned. 


Now the value of fresh air is undisputed. So can 


the idea of frequent bathing be sold. And, if you 
have read the Story of the Bath, you know, without 
being told, that it will sell it. 

You will have no trouble in getting your schools 
to accept the Story of the Bath. They will be glad 
to get it. That has been proved in city after city 
already using this interesting story as part of the 
school course. Put a copy in the hands of the super- 
Ask him to read it and 


tell him that you or your association will be glad to 


intendent of your schools. 


furnish as many copies as he thinks will be required. 
Tell him that with these copies you will supply an 
You get that with the 
Story of the Bath. ‘And you will find that, with no 


outline of study to follow. 


greater effort than that, you can get this constructive 
little book in front of children who will pave the way 
lor you to sell their parents more plumbing. 
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E When a master plumber is in busi 
Open for *" 
e nes 


S, supposedly In position to render 


Business service to the public, it hardly seems 


consistent not to make some provisions for keeping 


during business hours and 


Yet there 


his establishment open 


his whereabouts known. are some mastet 
plumbers who are harder than the proverbial needle 
in the hay stack to find when you want them and 
whose places of business contain no young lady ot 
no young man to take care of any requests for sery 
ice that may come in. It is a question worth think 
closed 


deal 


Wpression 


about whether the man who conducts a 


Ing 


Food ol 


place of business isn't passing up a 
He, the 


prosperity. 


rive ot 


work, at least, doesn't 
The nature of plumbing work, of course, 
does not allow the boss to sit around his office from 


8 A. M. to5 P. M. 


suffer. But 


If he did, his outside work would 


we believe that a master plumber, who 


keeps his place open with some one in charge, pays 
the expenses of such office help by the voluntary 
business that comes to him for no other reason than 
that his shop is there with some one to take care ot 
Nothing makes a prospect more disgusted 


locked 


“Back in 20 minutes.” 


callers. 


nor loses business faster than a door with, 


perhaps, a sign on it 


Did you ever hear this one? 


The Value of Six men were shipwrecked 


Associations afloat big raft. 


‘There were two Irishmen, two [Englishmen and two 


and ona 


Scotchmen. Before they drifted into shore, the two 


Irishmen were laid out completely. They had gotten 


into a fight with each other, as the stories say Irish 


men are apt to do. The two Englishmen were not 


talking to each other--nor to anybody else. They 


had never been properly introduced. But the two 


Scotchmen discovered their mutual nationality 
formed a Caledonian society and got along famously. 


When Where 


there is a good association, you find, as a rule, master 


they landed they were quite happy. 


good busi 


plumbers and heating contractors doing a 


ness under good conditions. 




























rig. | Hight.—A «mall, 
inexpensive, but attrac- 
tive combination olling 
and comfort station, 


Wis. 





Madison, 


Vig. 2 Below.—Park sta- 


tion at Beaver Dam, 
Wis. The 


such ax to 


location ix 
render serv- 


ice for tourist camp site, 





as well as the general 





public during the st 






Municipal Public 


MERICA has been accused of gross deficiency 


extent to which sanitary necessities in public 


often 
in the 
places have been provided Some foreign countries 
taken the I 
congested areas In the 


and limited, and usually without 


have ad in erecting publie comfort stations in 


United States the progress made 
has been sporadi« official 
impetus 


Wisconsin, which for the past six years has been giving 


this movement attention by virtue of a state law encour 
aging public provision for meeting human needs, repre 
sents the only example of a state-sanctioned policy in 


furthering this program It was pioneer work in this field 


of sanitation, and although slow if measured by cold 
figures, the movement may now fairly be called successful 
To the writer, however, based upon his experience in 











elevation of comfort station, Beaver Dam, Wis 





hin. 4.—End 








Wisconsin movement, there is no known 


effective 


the 
why 


directing 





reason equally work may not be done by 


taking the municipality as a unit, assuming of course that 


enabling acts prevail permitting or authorizing the use 


of public moneys for comfort station and rest room pur 


poses 
The Wisconsin law requires all cities and villages——469 


in all-—to furnish state-approved facilities for the com- 


fort and convenience of the public, in centrally located, 


sanitary quarters Approximately 120 cities and villages 


thus far, have complied, some but partially it is true, but 


with a well defined plan for meeting public needs. About 


By FRANK R. KING 
































Fig. 3 Above.—A small 
comfort station at Wau- 
watosa, Wisconsin 





Comfort Stations 














10 more are listed for action in compliance with the 
statute It should be explained that nowhere is there 
opposition to the idea of comfort stations on a_ public 


basis Rather is the delay due to financial stringency in 
many places. 

The location, construction and maintenance of stations 
Wisconsin Public Comfort Station 
writer and the State 
The main essentials required are central 
Although many parks are sup 
plied with comfort stations, these if not centrally located 


are governed by the 
prepared by the issued by 
Board of Health 


location and accessibility. 


code 


to serve the greatest number of people are not approved 


as substitutes for public stations contemplated by the 
statute 

Although buildings constructed especially for the pur 
the 


Rooms in 


pose are in many respects most desirable, law does 


not/ require such expensive outlays. existing 


structures that can be remodeled and equipped will ful 
a practice tending to economy. As 


fill the requirements 





atation, 


Fig. 5.—Cross section and end elevation of comfort 


Reaver Dam, Wis. 





equipment 


of heating 
water supply and drainage, as well-as janitor service, of 
As every sanitarian knows, careful, 
utilities, with 
likely to become 


a rule, also, it takes advantage 


the building proper 


constant supervision is essential for such 


out which a publie comfort station is 


a public nuisance. 























eptember 19, 1925 


DOMESTIC 





When public water supply and sewerage are available, 
comfort stations in Wisconsin must be of the water-flushed 
pe. Otherwise, outdoor toilets of an approved type are 
rmitted. For these, detailed specifications are outlined 
n the code. Special emphasis is directed in the code to 


he necessity for marking stations plainly. Standard signs, 
universally approved for this purpose, are outlined in 
colors for the guidance of the public. Other signs indi- 
cate men’s and women’s compartments, and highway indi- 
cators are sometimes used to give directions to the nearest 
comfort station. Metal glass-faced comfort station signs 
in standard colors are furnished to municipalities at cost 
by the State Board of 

Health, 

The term ‘public comfort 
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stations Thus a municipality may utilize a courthouse 
municipal building, school, fire, or police station, library, 
public market, or similar institution Other suitable sites 
are public squares, parks, playgrounds, bathhouses, ceme 
teries, bandstands, and bridge abutments Semi-public 
places such as oiling stations and railroad stations are 
suitable for the purpose, and in some cases the facilities 
may be housed satisfactorily in connection with other 
places of business, such as stores or similar mercantile 
centers, 
Another course open for communities, especially cities 
is the erection of public comfort stations in the form of 
substantial, permanent, and 
artistic structures independ 


ent of existing buildings 





























station”’ denotes a structure > There are possibilities for 
planned for the convenience or. Pil the development of this type 
of the general public, in VV of station as real municipal 
which the use of sanitary UE ~ ‘. ‘ etn. te centers for public conveni 
toilet facilities constitutes ; a Y yr hh ences. Following successful 
the principal service ren- Zz a experience in many large cit 
dered. It is generally de- & = a ies, they may be made to 
sirable to maintain rest +4tidet ; <i p Awe aaa pay, in part at least, the 
rooms in connection with HOHE | JAA WK WT ALS JF KS oar expense of operation through 
them, and these are perma- | a ppm —— aml oa concessions, such as pay tele 
nently established in many i | {| | | || || | | | phone booths, parcel check 
Wisconsin cities. A _ public ¢ iin jh . at —— mee Ly stands, vending machines 
comfort station may take the Se de € <a shoe-shining stands, news 





Ena Ele 





vation 






Fig. 6.—Typical mfort station de- 


signed for the County Park system Riana 


of Milwaukee County, Wis., showing bea 
floor plan, end elevation and side 


elevation. 








form of a privy or an inside toilet room with washing 
facilities—the type depending upon the size of the com- 
munity, the availability of water and sewerage connec- 
tions, and the amount of funds at disposal for the pur- 
pose. Sanitary equipment of only the highest grade should 
be employed, inasmuch as constant public use makes the 
wear and tear more injurious than in the average toilet 
room. 

As these stations are for the publie’s benefit, provision 
for their erection and maintenance should be regarded as 
a public function, supported by the funds of the state or 
municipality. Such funds may be raised by direct taxa- 
tion or bond issues. 


LOCATION AND OPERATION OF COMFORT STATIONS 


HE maximum success of public comfort stations de- 
| ip largely upon their central location, which means 
they should be established in the more congested districts 
and where they are easy of access. They must be so lo- 
cated that they will not be shunned and that they may 
be easily found. From the viewpoint of economy, ease 
of access, and central location, existing public buildings 
Usually afford desirable sites for establishing comfort 
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Floor Plan 
























paper and magazine privileges and counters for the sale 
of souvenirs, postcards, toilet articles, towels, soap and 
auto conveniences. Primarily, however, the public com 
fort station should be regarded as a free publie institu 
tion, with toilet and washing facilities open to everybody, 
and the auxiliary features mentioned should in no way 
be allowed to supplant this free, public use nor to change 
in the slightest degree the public character of the stations 

A summary of the location of Wisconsin stations as of 
Jan. 1, 1925, with respect to choice of sites shows that 
33 are in independent buildings no part of which is used 
for other purposes; 42 are in city or village halls; 42 in 
store buildings; four in courthouses; 15 in libraries; 10 
in community halls; five in auditoriums; three in bank 
buildings; six in bridge abutments and 16 in miscellaneous 
locations. There also is a record of about 300 gasoline 
filling stations which furnish toilet facilities to the public, 
and many parks affording during summer months like 
accommodations. 

Submission of Plans.—Before proceeding with the loca- 
tion, design and construction of a public comfort station 
or rest room, plans and specifications should be submitted 
for approval to whatever authority is vested with such 






























Premy 






plans should be made without official permission 
Adequacy of Toilet and Washing Accommodations.— 
Toilet accommodations to serve the needs 
munity depend for their adequacy upon 
so that no definite rule ean he laid down 
available, however, indicates that under normal conditions, 
at least, there should be one closet for every 
and at least one closet and two urinals 
males in the community, assuming that 
or the number deemed likely to frequent 


divided in the ratio of 40° females and 


Design of Station.—The design of 


the station should be such as to har 


monize with its surroundings and meet 
of the It 
constructed in a neat and substantial 


should 





community 





the needs 
be 


manner 























n accordance with recognized 


standards and practices The designer 
should bear in mind that four walls, a 
roof and door do not constitute a mod 
rest room Its 


station or 





comfort 





ern 
location, arrangement and sanitary ap 











pliances are all-important factors in 
insuring safety, comfort and sanitation 

Entrance Screen.—The entrances to 
toilet rooms should be separated by 
screens or other means, and wherever 
possible should be at least 20 ft. apart 
or otherwise located with due regard 
to privacy for users 

Uniform Sign Required.—Every pub 
lic comfort station should have dis 
played conspicuously the standard pub 
lic comfort station sign There should 
also be placed marks indicating women’s 
and men’s entrances. The uniform sign 
hands or arrows should be placed at 
other points best adapted for guiding 
the public 
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Ventilation and Light.—When housed 


September 1 






within a building a public comfort station s 
be so placed as to afford light and air by n 


dows or skylights, or open directly upon a street 
alley, court, or vent shaft Such a vent ift 
should have a horizontal area of at least 1 ft 
i for each water-closet or urinal, but the ist 
dimension of the shaft, if one story high, should 


not be less than 3 ft.; if two stories high, not 


4 ft 1 ft. additional for 








and 








than 


less 








extra story. 
(=. oF In addition to windows each toilet) room 
NP ba faa should have an adequate local vent flue as 
pit nearly vertical as possible, extending well above 
the roof, surmounted by a vent hood of syphonic 

asa, 7 , type or its equivalent 
The glass area for a toilet room containing 
° i . one closet or urinal should be at least 4 sq. ft 
— # zs with 2 sq. ft. additional for each additional 

; closet or urinal. 
Size.—Every public comfort station should 
i have at least 10 sq. ft. of floor area and at least 
: 100 cu. ft. of air space for each water closet 
be and each urinal, together with adequate wait 
‘ ing room area. 

Floor.—The floor and base of every publi 
= = comfort station should be made of material 
(other than wood) which does not readily ab 
sorb moisture and which can easily be cleaned 
Pig. 7.—DPoundation plan of comfort station at Beaver Dam, Wis. They should be of concrete faced with a cement 
tile, or marble surface, or equivalent material 
power When construction proceeds, no To make a concrete floor non-absorbent, the concrete and 


cement top dressing must be a dense, rich mix, finished 
smooth, and kept well painted. 

Floor Drzins.—Toilet rooms of this type should be 
provided with a hose faucet and the floor should be graded 
toward a drain equipped with an adequate 4-in. trap hav 
ing a removable floor grate or strainer. 

Walls and Ceiling.—The walls and ceiling should be 
completely covered with smooth cement or gypsum plas 
ter, glazed brick or tile, galvanized or enameled metal 
or other smooth, non-absorbent material. In the less 


(Continued on Page 52) 
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Fig. 8.—First floor plan of comfort station at Beaver Dam, Wis. 




































of William J. 
The 
cago 






The 
tee was 
the meeting of 
the board when Mr. Woolley 
presented his resignation, 


commit- 





special 





named Aug. 28 at 





semi-annual 


































































































































































































secretary of the 


organization. 


East Side 





Heating & Piping Contractors 
He has also been secretary of the Tri-City 





Master Plumbers’ Association for 13 years and he resigns 
from that the president of 
the Tri-City contractors organization to take up his work 
with the 





position, as well as post of 





bureau. 





The business of the 





jergner Plumbing, Heating & Sup- 
bly Company is being placed in charge of a brother, A. J. 
Bergner, and S. H. Von 

In writing recently on the reorganization of his busi- 


hess, Mr 





Gruenigan, 





Bergner has shown himself thoroughly inter 


‘sted in the application of the principles of organization 
and merchandising advocated by the Bureau. 
In articles 






written for “Domestic Engineering,’’ Mr. 


Sergner has very forcibly covered the need for trained 





‘pprentices, and in detail has analyzed the proper method 
f assuring a the He 


Made an exhaustive study of shop and showroom arrange- 





deal for 





square apprentice has 





"ents, truck operation, advertising, etc. In addition to 





Ntting into practice these sound methods, Mr. Bergner 
M48 always interested idea of 


His viewpoint is broad enough 





himself in his 


herchandising and service. 


spreading 








Name Wm. G. Bergner to Mana 
Trade Extension Bureau 


Directors choose Illinots contractor 


Hom. J. 


HE committee appointed by the directors of the Na- 
tional Trade Extension Bureau, has selected William 
G. Bergner of Granite City, Ill, to take up the work 
Woolley as secretary-manager of the Bureau 
choice was made September 10 at a meeting in Chi 





oe 
oC 


< 


and Association worker 10 SUC eed 


Wf ‘oolley 





to take in the problems of the industry, as well as those 
peculiar to his own business 

1924 Mr 
“Bath a Day”’ 


the distribution of a 


During 
the 


securing 


jergner interested himself keenly in 


movement, and was instrumental in 
large 
“The 


the 


number of 
the 
schools of Ilinoi 


cope ot 


Story of gath’’ in 


As chairman of the edu 


cational committee of the 


Illinois State Association of 
For the last fifteen years, Master Plumber Mr. Berg 
Mr. Bergner has conducted ner secured state-wide in 
a successful plumbing and terest in an essay contest, 
heating business in Granite the subject to be covered 
City He has aiways been being “The Story of the 
interested in association ac- Bath.” At the annual IPli 
tivities, and has particularly nois convention, Mr. Berg 
studied business problems ner read the winning essay 
in order to secure a maxi- and his report indicated 
mum efficiency in the sales that he had secured splen 
and service phases not only did co-operation and publi 
of his own business but of itv from the newspapers of 
the industry. the state 
Mr. Bergner was born in When interviewed follow 
Peoria, Ill., in 1884. He ing the statement given out 
served his apprenticeship in : by the committee that he 
the plumbing and heating . had been chosen as head of 
fleld in Peoria and St. Louis, the National Trade Exten 
Mo., and for six years was sion Bureau, Mr sergner 
a journeyman plumber. He stated that he would spend 
opened his present § estab the time between Sept. 15 
lishment in Granite City, and Oct 1 in Evansville 
Ill., in 1910. = — Ind., while Mr. Woolley i 
His association activities William G. Bergner still there o as to have all 
have brought him a number details at his finger tips on 
f honors. In 1923 he was president of the Illinois Oct. 1, when he takes the reins into his own hands 
Master Plumbers’ Association. For eleven years he was “IT feel,” said Mr. Bergner, “that the same loyalty: and 


co-operation will be accorded me by the department heads 


of the Bureau as has been given Mr. Woolley I know all 
the men personally and in a general way am acquainted 
with the work they have been doing It is a big job 
Not only must the Bureau grow, but the man who takes 
over Mr. Woolley’s work must be capable himself of 
growth. The many points of contact which he will have 
with men in the industry can not fail to broaden and 
develop him. 

“IT shall be prepared to give full co-operation to the 
press and will hope to have that same co-operation from 


the various business papers It is natural that the Bureau 


should encourage more and more master plumbers to 
become steady readers of the business papers.” 

Members of the committee named to select the new 
secretary-manager were Louis Bruch, C. V. Kellogg, A. M 
Maddock, V. L. Sheldon, W. C. Chamberlin, John J. Vogel 
pohl, Louis C. Huesmann and Herbert W. Seymour. The 
meeting also was attended by H. E. Longley, president 


of the National Association of Master Plumbers 


Hearty congratulations were extended to Mr 


sergner 


by his many friends 


Milt Marvels writes a story 
about three men who came 


Up from the Ranks 


deal these days about 


of our industry It's a 


YE ARE thinking a great 
/ the 


Throughout the 


future healthy sign. 


country thought is being given 


to the training of apprentices; and there is a noticeable 


tendency to encourage the journeyman in the direction of 
The need for training apprentices is more 
We must have a supply of skilled labor 


salesmanship 
or less obvious 
The need for training journeymen is not so clearly recog- 
nized. 

The most constructive thought concerning the journey 
man is that it is good business to help him to a knowledge 

is likely 
more val 


place, it 
him 

In the place, it is 
that, by standing in the 
be kept from exercising his 


of good business methods In the first 


to add interest to his work and so make 
uable to his employer 
futile to think 


a man’s development, he 


second abso- 


lutely way of 
may 
ambition to go into business for himself. 


On the contrary, if the employe is made familiar with 


20 


all of the problems which face the employer, he is likely 
to be more cautious about taking the step which he sees 
And, if he does take it, he 
There be a 


smaller 


as a bid for independence. 
is a better, saner, safer competitor. 

lot less price-cutting if the 
ments were under the direction of men who had absorbed 


would 


many of establish- 


sound business training while they were journeymen 
THESE MEN CAME FROM THE RANKS 

F COURSE, there’s always somewhat of 4 
between theory and practice. That’s why 
itisfactory 


Heating 


margin 

it's @ 
pleasure to find theory put into practice with 
results, as in the case of the Distler Plumbing & 
Company of Mishawaka, Ind 
by John C. Distler in 1899. In 
ler’s employes bought him out. 


founded 
Dist 


The business wa 
1924 three of Mr 
They were Fred C. Gy® 
now treasurer of the company, Frank A. Johnson, 
ter plumber, Otto J. Ganser, steamfitter for the com 


mas- 


~ any. 














ely 


ees 


ish- 
bed 
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hese men had worked for John C. Distler for a total 
of 47 years, Mr. Gygi for 19 years, Mr 
years and Mr. Johnson for 13 years 


Ganser for 15 
Their merchandis- 


ing and management methods indicate that 


they must 
have absorbed a lot of sound advice and training before 
they took over the business In other words, when the 
new management took over the reins the members of the 
firm were prepared to carry on a constructive policy. The 
new management did not become a disturbing factor in 
its community. It will mean much for stabilizing condi 
tions in the industry when every new firm comes to its 
task with a thorough grounding in the lesson that the 
one reason for operating a business is to make profit on 
a service of quality. 

The policies of the new organization are operating in 
the same manner with reference to present employes 
Journeymen employed by the company receive a commis 
sion on sales for which they are responsible, and like 
wise on bills which they collect. Absolutely no favoritism 
is shown, every employe being treated with impartiality, 
and with absolute fairness If, for instance, there is a 
dispute to be settled, the journeyman is given an oppor 
tunity to express his point of view before any action is 
taken. The men are treated well The company carries 
compensation insurance, sells articles to them for cost, 
and allows them the use of trucks for important personal 
needs 

The Distler Company is a consistent user of newspaper 
advertising, and that advertising reflects merchandising 
of a type calculated not only to win confidence for the 
company, but to place the industry in a better light It 
is only too true that many a person who has arrived at 
the time when he is building his first home, gives little 
attention to the important subject of plumbing and heat 
ing. All kinds of time and attention will be given to 
the selection of lighting fixtures A man and his wife 
will spend hours visiting the lighting fixture houses In 
the end, although they may have a better looking fixture 
they have certainly no more or better light. They will 
fuss over ‘‘arched’’ doorways, and, in general, about ap 
pearances, but it may never occur to them to inquire 
about the kind of pipe which is going in back of the 
walls. I have friends who have demanded from the 
builder a tile bathroom without ever asking about the 
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The Distler sales room which pays the inside running expenses 
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enamel ware that is going in, beyond a stipulation that 


it shall be ‘‘good,"’ 
KDUCATING THE PUBLIC 
IMED at just this situation, the Distler Company's 
I advertising points out the need for care in the 
They 


urge that “When you invest your dollars in a home, see 


specifying of plumbing and heating installations 


that its specifications along these two points are for years 


to come.” Following that thought 


with the statement 
that they guarantee their work, you will appreciate why 
they can say ‘‘We trace sales to these advertisements 
Of course they do 

And they do not miss special opportunities to get their 
sales message before the public During Better Homes 
Week and Boosters’ Week, they enlist the interest which 
has naturally been aroused, by special advertising Let 
me remark here that a great deal of business can be 
created by taking advantage of these special occasions 

fairs, exhibitions, These are 


community activities 


times when the entire community is alive to progress 
and anxious to see the very latest developments in the 
things which make life more comfortable and the home 
more beautiful 

I like the idea they have about their sales room, and 
which they back up with figures The sales room, says 
Mr. Gvygi, more than takes care of the running expense 
of the office, besides bringing in new prospects Now 


it’s nice to have some element of your business——the 


accessories end, for instance---on which you realize a 
nice enough income to take care of office overhead 
But the important thing here is Mr 


that it brings in new prospects 


Gygi's statement 
Have you ever really 
analyzed just how the show window and the sales room 
operate? Mr. and Mrs. Moderate after their 
evening meal, take a little stroll, perhaps on the way 
to the movies 


Means, 


They have their own little home, and 
Moderate 
She’s always looking ahead to the next thing 


they take a lot of pride in it 
Means 


particularly Mrs 
she can have to show “the girls’’ when they drop in for 
cards, or to sew, or for whatever 
They pass a display window 
then and there Mrs. M. M. begins to work on husband 
John for that beautiful white toilet seat that is displayed 


yours, maybe And right 


1 ) Tih ae 
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It may he tt n't fiction; I’m married myself—that 
he ha iite innocently directed their little stroll to pass 
th par lar pla having seen it during the day and 
having ascertained all the facts, such as price, etc. Maybe 
he make f ur own sales talk to influence husband 
John John, he ets his jaw, thinking of the budget he 
prepared last night, and says “No And then the next 
day he drops in to take the seat home as a surprise Or 
feeling in a generous, expansive mood, he tells Mrs. M. M 


to have the seat sent around the next day 


It doesn't make much difference how it happens The 


plays help sell, help to draw people 
} i I I I 


there give the master at least the 


opportunity to know what the needs of the prospect are 
And a good room pays its own way 

CARRY EVERYTHING TO GIVE SERVICE 

N THIS topic of whether or not the master plumber 

ind | ifin contractor should sell accessories, this 
thought w added We carry everything that comes 
under the plumbing and heating line, because in this way 
we ar ible to give our customers better service And 


that the 


ing and heating accessories is in the plumbing and heating 


public place to buy plumb 


establishment We are specialists In every other line 
people are accustomed to going to specialists for their 
need Why not in our Don't forget, again, the thought 
that the le of accessories helps greatly in meeting over 
head It adds volume, when properly handled, at a greater 
ratio than it increases overhead You have a place of 
busine You merely make it more useful, make it serve 
more har t pla where your men leave their tools 
it night 

The Distler Company operates four cars in order to 


carry on its service two light delivery trucks, one one-ton 


truck and one busine sedan for use in estimating a job 


or for special wort Day and night service is given when 


necessary, and free faucet repairs are rendered on guaran 


teed jobs for one year They can get a utility man on 
a trouble job in fifteen minutes if it’s urgent 

Here j nother point, seemingly unimportant, but really 
a piece of constructive service On Friday and Saturday 
evenings, the Distler sales room is open Here's why that 
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is important I mentioned Mr. and Mrs. Moderate Meane 
a while back If theirs is a properly regulated family 
purchases are usually the result of a family conferences 


Now, if Mrs. M. M. knows that this or that shop, in which 
she has seen the white toilet seat or other arti she 
wants, is open in the evening, her job-—and the mer nt's 

is simplified She takes husband John right and 
exposes him to the sales talk of the expert on duty And 
you know that it is difficult for husband John to vom 
in the presence of a third party You probably know 
from your experience the difficulty of having to s: two 
people separately It costs more It takes longer ind 


that advantage on your side 


the husband has to deny 


you haven't psychological 


where something which he knows 


} 


his wife wants, with someone to listen in on his reasons 


When I hear, on every side, the complaint that, although 


we are enjoying the biggest building program in the 


history of the country, the members of our industr ure 


not making money, it’s a pleasure to be able to point to 


firms like the Distler Company and say that on every job 


they take there is a profit It evidently isn't 
them from getting work, either The picture of the 
Distler foree in front of the store lacks four men wh 


Last winter they carried 
November 


were out on various jobs eleven 


men on their payroll, and during October and 


of last vear they carried nineteen men, a record for their 


twenty-six years of business 
constructive merchandising 


they 


they are applying 


Because 


management and service principles, carry about as 


shops in Mishawaka put 


men as all the rest of the 
Need that 
papers and alert to put 


many 


together I say they are consistent readers 


of business into practice the ideas 


they gain from their reading? 
The internal organization of the company is as nearly 


ideal as it could be With one member of the firm, Mr 


Gygi, as estimator, with Mr. Johnson handling the plumb 


ing end and Mr. Ganser the heating end, there is a dis 


tribution of responsibility such as efficiency experts lay 


down as the proper foundation for organization success 





approximately 5,000 worth of business 


their 
“Our policy is 


They will do 


this vear on policy which Mr. Gygi summed up in 


these words honest dealings and prompt 


ind satisfactory service I can add, “with a fair profit.” 
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The Distler organization, except four men who were out on jobs 
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No. 11 in a series of Picture-Stonies 3" 
on the manufacture of BRASS PIPE 


The Tables and Jigs— 


N picture-story No, 6 the crushing of the ore in the 
concentration mill was described It is crushed, as 
you will recall, in drums charged with hard pebbles 
or steel balls, entering one end of the drum as the ore 
comes from the mine and leaving the drum crushed to ontestan. alepe 
the proper degree of fineness shaft 5,000 ft. 
From the drums the ore is conveyed to the tables and deep, Calumet 
jigs illustrated below. In the illustration you will see and Heels 
lines running the long way of the tables These are pasion ang 
. met, Mich. 
wooden strips that catch the heavy metal 
The finely ground ore is fed with water at the upper 
end of the tables through the feed box, which you will 
note is fed by a launder from the jigs The tables are 
mounted on rockers and are actuated by a cam somewhat 











Miners in car 


similar to that used for the jigs The tables, however, 

move horizontally instead of vertically and with a more 

distinct jerking motion on the back stroke flowing water By the time the material has reached 
Briefly the action is as follows: The crushed ore ac the ends of the strips, nearly all the waste has been 

companied by water starts down the slope, but is stopped Washed off the top. The little waste that is left is washed 

by the wooden strips, and so becomes stratified, the heavier &Way as soon as the material reaches the end of the strips 

particles going to the bottom and the lighter particles and the concentrate or valuable part is carried to the 

containing little or no heavy copper remaining on top small end of the table to a small wooden box receptacle 
This stratified bed of pulp is carried across the long It is stated that the first use of copper was as a batth 

dimension of the table by the jerking motion, thus the mallet, but before many centuries had passed it) found 

lighter material is washed off the top by the downward its way into the arts of peace 


dN 6 


Showing some of the units of tables and jigs in the copper concentration mill. It is only necessary to duplicate such units 
in order to increase the capacity of the mill to the desired amount 
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See what 
errors you 
can find 
in this 
Drawing 


Draw the 

Pipe Lines 
on layout 
on opposite 


page 












































The 


HESE drawing problems are well worth the serious 
get 
trying to increase his knowledge of the practice and 


attention of anyone who is trying to ahead 
theory of plumbing construction, 

You will understand that the small drawing is ‘“chuck- 
full” of The large the 


page shows the fixtures in exactly the same relative posi- 


mistakes drawing on opposite 
tions as in the small drawing 
You 


drawing 


the 
and 


Instructions: invited to re-draw work, 
the the 
the work installed according to your own city ordinance, 


what 


are 


using large for purpose, showing 


Please state on your drawing city ordinance gov- 


erns it. 
On some of work 


ask to have the 


done according to the individual's best judgment, and on 


these problems we 
others we ask to have it done according to city ordinances. 
Often the individual's best judgment is a lot better than 
and this 


better 


the practice called for in his local ordinances, 


plan that we are following gives the individual a 


opportunity of putting his own ideas into play. 


ng Problem 


the 
mark in plumbing, and without giving voice to compari 


There are just a few cities which are not up to 


sons that 
that 
ious 


might not always be enjoyed, it seems to us 

comparisons of var- 

drawings in the 

Schoolmaster articles will 

often 

that ought to be remedied. 
Further 

After you have completed 

your drawing, don't for- 

send it in to 

Engineering,” 

where it will be published 

and discussed, along with 


point to conditions 


instructions: 


get to 
“Domestic 


many others from every 
state in the Union. Be 
very particular to attach 


your full name and ad- 


Hale, Min- 


Hale is 


Mr. and Mrs. R. M. 
neapolis, Minn. Mr. 


dress. a class member 
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The Transmission of Heat 





—— 





The principles of heat as demonstrated at the Carnegie Institute of Technology, Pittsburgh, Pa., during the first short course 


in plumbing and heating held at that school. 


By 


Article No. 2 


said to be transmitted by conduction when 
els to those parts of a solid body which are 
d at a distance 


applied. All 


metals, the 


which the 
heat Of 


from the point at 


heat is metals are conductors of 


the more common following is the order of 


their best conductor being mentioned 


lead 


very 


conductivity, the 

first: copper, zine, 
Metals are 

molecule 


that 


iron, tin, 
called 


contact 


composed of minute particles 
These 


when heat ij 


molecules are in such close 


mass of them, some of 
they 


until, if the 


applied to one 


it is passed on to others, with which come into 


contact, this process being continued appli 


cation of heat is maintained, molecules some distance away 


have their tempera 


tures raised, in oth 


od er 


distant 


words, the more 


pound 
jront 


parts of the 


metal have been 


heated by conduc 
tion 

The following 
simple experiment 
which can be made 
by anyone, will pro- 


vide a good example 


A. W. 


The instructor is Prof. Harry 8. Hower 


BARNES 


of the transmission of heat by conduction: take a piece of 


round iron bar 12 in. long, and a piece of sheet asbestos 12 


in. square, cut a hole in the center of the asbestos so that it 


fits tightly when forced onto the iron bar as shown by Fig 
2: then place the end A in a good clear fire, or in a 
flame In 
spite of the fact that 


will 


Bunsen 


the asbestos 
keep off the 
heat, the 

end of the 


radiant 
opposite 
bar B 
eventually  be- 
that it 
is impossible to hold 
the naked 
This has been 


will 





come so hot 


it with 
hand 
brought about be 


molecules 


metal AW 


have il 


Fig. 3—Shows arrows indicating the 

direction of the convectionary cur- 

rents. D illustrates the expansion 

of the molecules of water oF being 
heated 


cause the 











of which the 
is composed, 
conducted or passed 
some of the heat 
from the fire = or 
along the 
iron to the 


end of the 


burner, 
farther 
bar. 
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Most everything these days is 
sold in packages. 


Experience has taught folks to 
have confidence in such goods. 
They know just what the con- 
tents will be like simply by a 
glance at the container. 


That's the way with ‘‘Am- 

inco”’ Plumbers’ Brass Goods. 

he same uniform high quality 
product in every double sealed 
package 

A glance at the easily read 
label tells the story, contents, 
size, gauge, finish are all listed 

“‘Ampinco” Standardized Fix- 
tures assure satisfaction all 
round. 


AMPINGO PRODUCT 


Mention Domestic ENGINEERING when writing advertisers 





AMPINCO 
Ss] TANK COMBINATION © 


© COMPLETE SOT 
















Handy Packages 
Pay Profits 


The time and trouble saving features of ‘“Ampinco”’ 
plumbers’ brass goods in Handy Packages spell more 
profit for you. 





They save you the costs of checking and rechecking, 
of handling the several parts needed for a set of bath 
fittings, tank trimmings, etc., of packing these parts in 
one container and of possible errors in over or. under 
shipping your customers’ orders. 







‘“‘Ampinco” Handy Packages double sealed and 
carefully packed render 100°; service to you and your 
customer. They are profitable for you to stock and sell. 








Your Jobber Carries ‘‘Ampinco’’ Products 


THE AMERICAN PIN CO. 


DIVISION SCOVILL MANUFACTURING CO. 
WATERBURY, CONN. 
































They Give You What You Need 
Most—Dependability marae elias 


phieity in design and the 
highest quality of ma 
terials and workmanship 


Manufacturers of heating plants, You will find confirmation of this Honeywell Motors and 
Switch Motors are listed as 


heating contractors, dealers and statement in their remarkable standard by the Under 
. writers’ Laboratories, In 
installers record in the hands of thousands corporated. ; 
of users of all types of heating 


Zach : all of yo gard de ; é 
wach and a Aes iptie ses datas plants burning all kinds of fuel. 


pendability as the first requisite of 


t atic Controls. : , 
Automatic Control Leaders of the heating industry, 


The device that works with un including more than 30 manu- 
facturers of oil burners also 
confirm it by adopting Honeywell 
Controls. 


failing regularity is the one that 
serves you and your customers 
best because it frees you both 


from the expense and annoyance ; 
To develop this fast growing and 


profitable field to the very best 
For dependability Honeywell Con advantage identify yourself with 
trols are pre-eminent. Honeywell. 


of service requirements 


Honeywell Automatic Temperature Controls 
are unequaled for simplicity. Only the 
minimum of electric current 1s used. 


The Honeywell Heating Specialties Company 


Wabash, Indiana 





















































HONEYWELL 


Temperature Regulators 
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When an apartment is heated by pipes and radiators, be seen to ascend in the center, and after reaching the 
circulating medium, hot water or steam, does not surface to make their way to the side where t} take 
ne into direct contact with the air of the room, but a downward course. On nearing the bottom, they trave 
th the interior surfaces of the pipes and radiators towards the center, and again make the complet: nd 
mn there it passes by conduction to the exterior sur ing and descending circulatory movement rt visible 
faces, and the air coming into contact with these hot particles are carried along by the invisible moleculs con 
exposed surfaces, receives heat from them so long as sequently they indicate clearly the direction in which the 
they possess a higher temperature than does molecules of the water travelit 
the air in the apartment Let us now consider what happens when 
When heat is imparted by the radiator to the lighted spirit lamp is placed under the 
Which comes into contact with it, the xlass vessel which contains the water 
molecules of the air expand, and the result The heat from the lamp quickly reaches 
of this is that the expanded air is forced to the lower stratum of molecule and by 
i higher level by cooler air, which, being ing them to expand lessens their specif ri 
more dense, possesses a greater specific grav ity, consequently the cooler moleculs witl 
it Convectionary air currents are thereby which they are in contact, being heavier bulk 
set up, Which, by causing circulatory move for bulk, descend and force the heated mol 
ments in the air of the apartment, will even V7 FS WN cules upwards 
tually raise the temperature of its entire vol 7 =\ A \ The ascending current will be found to be 
ume if the supply of heat is maintained 44 i! \ immediately above the point where the heat 
The actual source of heat is the fuel burn 4 v7, ‘ t A of the lamp flame is the most intense, in thi 
ing in the firebox of the boiler, and this does aT rw iv case in the center of the jar Phe ascending 
, ae 7 k : a ee , In , " ) i ' 
a come into direct contact with the cireu yi ‘a - | heated wre ules give up some of their heat 
ating medium, but with the metal of which \ \ tal to the cooler molecules with which they come 
the boiler is constructed, this, by conduction, \ AY sh 7 into contact during their upward journs ind 
passes the heat on to the water, which, by on reaching the urface, the travel away 
having its temperature raised, is made to from the center and towards th ide of the 
circulate through a system of pipes, or is con mil glass jar Comparatively speakin th now 
verted into steam, which finds its way into . lose heat rapidly, which, by causing them t 
the pipes, radiators, coils, ete., where, after (( ») contract, once more inereuse their pec 
having given off the necessary amount of heat, gravity, with the result that thes iin 
it condenses and eventually returns to the Vig. 4 descend and find their way towards the cen 
boiler in the form of water. ter, Where they force upwards the molecul 
Cast and wrought iron, copper, brass and other suit Which are lighter because of having just received addi 
able alloys are used for the manufacture of boilers, pipes, tional — heat The heavier molecule now take up 
radiators, ete., because, in addition to being good con more heat, which by causing them to expand still more 
ductors of heat, they also possess hardness and tenacity; results in their being again forced upwards by the descent 
furthermore they can easily be cast, worked, or drawn of other molecules which are of a lower temperature 
into the various shapes required. Other reasons for their These convectionary currents are the cause of the cir 
use are that they will withstand considerable heat and culation upon which we depend for successful work in 
pressure, and, in the case of valves, faucets, and similar connection with the supply of hot water for bath inks 
fittings, much wear and tear and other fittings, and which we also make use of in 
order to heat the various apartments in a building by hot 
THE TRANSMISSION OF HEAT BY CONVECTION water. The currents. will continue so long as heat ts 
ATER, like metals, is composed of molecules, but applied to the vessel, and for a short time after it i 
W whereas in metals they are fixed, and, under ordin nampa pening cDemacratp math aigdiapncneiiamlagamaap 
ary circumstances, do not change their positions, in water again hy once more aporrens heat to the bottom of the 
they are free to move past and around each other practi aes ee Fe oe ee er er ee een Se MES 
cally without friction amongst themselves Whenever parton This cam be accomplisned by wrapping a cloth 
any of these molecules are heated they expand, conse- conmed eri Mapedinand she eae eagles 
qnently although their actual weight remains unchanged, ae see Hees sae i ee eee eee oe nen 
they are, owing to their increased volume, lighter bulk > Guavens the coete trom: emtenemg too tar cows . 
for bulk than the colder molecules near them. These should not reach to the bottom 
colder molecules, because of their superior gravity, take In order to get the best results, the wood raspings 
a downward course, thereby forcing the heated and lighter sed should be of about the same specific gravity as the 
molecules in an upward direction This ascending and water. The circulatory movements will then be clearly 
descending motion of the molecules in liquids and gases S8€en. 
is termed convection,—the transmission of heat by the If instead of placing the lamp under the center of 
actual motion of the molecules of heated liquids and the glass vessel, it is placed near the side, the conver 
gases tionary currents will ascend near the side also, immedi 
The action of convection will be better understood if ately above the spot where the greatest heat is applied 
4 glass vessel is suspended at such a height as will allow and will make their descent in the more distant part 
of the raspings have settled at the bottom, but a few of the vessel which are I affected by the heat of the 
Vessel with water and stir into it a small quantity of lamp. See Fig. 4 
Taspings of a very hard wood When the water has 
become quite still, it will probably be found that most Installation of plumbing within the city of Decatur, Hl 
of the raspings have settled at the bottom, but a few by any but a plumber, licensed in accordance with the 
May be found to remain in suspension Now place a state law, is specifically forbidden by an amendment to 
spirit lamp under the center of the vessel as indicated the existing plumbing law and ordinance passed a short 
by Fig. 3. In a few seconds some of the particles will time ago. 











CASE FOR REFORMATION OF CONTRACT 


F one of the parties to a written contract, knowing 
that the instrument dor not express the real agree 


ment, and that the ignorant of the dis 


other 


party Its 
crepancy between the instrument and the agreement, takes 


advantage of the latter's ignorance or mistake, equity will 


afford relief to the injured party by reforming the writing 


in accordance with the agreement. The rule should apply 


with greater force in a case where the language of the 


instrument is such as to mislead the injured party into 


the belief that it 
Supreme Court of Appeals of West 


properly sets forth the agreement 


Virginia, in Moody v 


Advertising Co., 126 Southeastern Reporter, 919 
DUTY TO PROTECT CUSTOMERS FROM ABUSIVE 
WORDS BY CLERKS 

NE who maintains a mercantile establishment for 
QO the purpose of selling goods owes a duty to a cus 
tomer, lawfully in its store by its implied invitation for 
the purpose of transacting business, to protect the cus 
tomer against the use of any unprovoked and unjustifiable 
its clerk 


opprobrious and insulting and abusive words by 


employed to deal with customers, tending to humiliate, 


feelings of the customer Court 


Millers 126 South 


mortify and wound the 
t 


of Appeals of Georgia, in Lemaster y 


eastern Reporter, S75 


A 


the respective 
intent of the mechanic's lien law to grant an 
upon the property to persons who perform labor or furnish 


MECHANIC'S LIEN LAW 
MECHANIC'S lien i operation of law 


upon the doing or 


created by 
failing to do certain things by 
transaction It was the 


absolute lien 


parties to the 


material to be used in building or improving such struc 


ture; and every contractor subcontractor architect, 


builder, or other person having charge of 
held to be the agent 
The pur 


such building 


or of its operation or repair shall be 
of the owner for the purposes of this lien law 
pose of the statute is to compensate any one who performs 
labor upon or furnishes material to be used in the con 
struction, alteration, or repair of a building or structure 
The time within which an action to enforce a lien can be 
after the lien has filed 
incumbrancer, by an 


commenced been cannot be ex 


tended, as against another agree 
ment between the lienor and the owner to extend the time 
Supreme Court of Idaho, in Payette 


Weaver, 234 Pacific 


Roise 


of payment 
Lumber Co. v Reporter, 150 


ASSIGNMENT OF LIABILITY UNDER CONTRACTS 


HILE a party to a contract may as a general rule 
"road all his beneficial rights, except where a per 
sonal relation is involved, his liability under the contract 
is not assignable, because any one who is bound to any 
performance whatever or who owes money cannot by any 
act of his own, or by any act in agreement with any other 
person than his creditor or the one to whom his perform 
ance is due, cast off his own liability and substitute an 
other's liability If this were not true, 
free obligations by the 


pedient of assigning them A further ground for the rule 


obligors could 


themselves of their simple ex 
is that, not only is a party entitled to know to whom he 
must look for the satisfaction of his under the 


contract, but in the familiar words of Lord Denman, 
from the 


rights 
“you 


have a right to the benefit you contemplate 


character, credit, and substance of the person with whom 


you contract.”” For these reasons it has been uniformly 


Legal Decisions 


30 


held that a cannot assign his liabilities under a 


contract, but one 
escapable liability may delegate the performance of his 


man 
who is bound so as to bear an un 
obligation to another, if the liability be of such a nature 
that its performance by another will be substantially the 
same thing as performance by the promisor himself In 


such circumstances the performance of the third party 
is the act of the promisor, who remains liable under the 
and answerable in damages if the performance 
be not in fulfillment of the 
Appeals of Marvland, in Crane, ete., Co. v 


Atlantic Reporter, 28060 


contract 


strict contract Court of 


Companys 


LIABILITY OF OFFICERS OF CORPORATIONS FOR 
NEGLIGENCE 

SHE basis of liability for negligent acts of directors 

T or officers of a corporation is neglect of duties im 

between the 


distinction exists 


The liability may 


posed them No 


liability of officers or directors 


upon 
eXist 


though the officers receive no compensation, but the fact 


if gratuitous service should be considered in determining 
the existence of negligence 

A fair summary of the decisions is that an officer is 
liable for want of reasonable care, giving due considera 
tion to the nature of the corporate business, his own 
particular duties and the time, place, and circumstances 
perform them If lack of 
liable for 
of such lack 


Torghen, 128 


in which he is expected to 
reasonable care exists he is losses occurring 
Supreme Court of 


Atlantic Re 


as a proximate result 
Rhode 


porter, 338 


Island, in Conaty v 


RESPONSIBILITY OF CORPORATION FOR OFFICER'S 
USING CHECK FOR SELF 

& YOTWITHSTANDING the general rule of the liability 

N of the person receiving corporate checks, issued by 

purpose, it is equally true 

free 

fraud, 


an officer for his individual 


must be neglect 


from 
before it can 


that the corporation wholly 


which contributed to the 
recover It is well settled by a great 
authorities that the corporation cannot recover if it was 
first at fault and its mistake made possible what in fact 


or fault 
mass of modern 


transpired 

If it 
trustworthy and of good repute, but without authority to 
sign checks, to obtain access to signed blank checks on 


be negligence to permit an employe, theretofore 


one occasion only, must it not also be negligence to coun 
tenance and permit a long-indulged practice on the part 
of an employer, with power to sign checks, to so sign and 
deliver the company’s checks for his personal obligation? 

If this court were to close its eyes to the facts clearly 
established in this case and apply the old rule without 
would in effect thereby say to 


the exception, the court 
stockholders of corporations 


all trustees, officers, and 

You may intrust your affairs to whom you please, let him 
deal with them as he will, absolutely without any check 
or supervision, and if he does wrong the law will! right 
that wrong at the expense of innocent third parties who 
have relied upon the custom which your negligence has 


permitted to be established, notwithstanding your gross 
negligence and careless disregard of your own affairs 
Such a course is inherently wrong and inequitable. Rather 
the court should let the loss fall upon that one of two 
innocent parties whose negligence has made the | pos 

Co. v 


sible Supreme Court of Washington, in Hill Syrup 
Frederick & Nelson, 233 Pacific Reporter, 663 
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The Quality Heater 
WITH A CLEAN PROFIT 


There are forty-two EverHot distributing offices in 
the United States. Each office carries stock and 
renders sales and engineering service. This broad 
organization exists for the purpose of serving the plumb- 
ing trade of the whole country on EverHot Heaters. 
Ever Hot Offices Ever Hot Offices 
Principal Offices and Sales Roome Carrying Stock Fverblot Principal Offices and Sales Rooms Carrying Stock 


and Rendering Sales and Engineering Services and Rendering Sales and Engineering Services 



















BAGLEY'S BIRMINGHAM GAS APP. CO EVERHOT HEATER SALES CO 
1808 Fourth Ave Birmingham, Ala WATER HEATER 1450 Olive St St. Lou M 
EVERHOT HEATER CO. (Los Angeles Br.) EVERHOT HEATER SALES CO 
$57 Hill St Los Angeles, Calif 2402 So. Tenth St Onin Net 
ROBERT HOWDEN & SONS CO EVERHOT HEATER SALES CO 










1602-4 Webster St Oukland, Calif 20 William st Newark, N. J 



















RILEY ENGINEERING & SUPPLY CO EVERHOT HEATER SALES CO 

0 Dufferin St Toronto, Can 4 Otis Place Buff \ 
EVERHOT HEATER SALES CO EVERHOT HEATER SALES CO 

1159 California St Denver, Colo 1OL Park Ave New York, N.Y 
EVERHOT HEATER SALES CO EVERHOT HEATER SALES CO 

2 W. Lake St Chicago, I 212 East Ave Rocheste N. ¥ 
















EVERHOT HEATER SALES CO 
244 So. Jefferson St Peoria, Hl 


EVERHOT HEATER SALES CO 


EVERHOT HEATER SALES CO 
524 No. Salina St yracuse, NOY 

















EVERHOT HEATER SALI Co 








HSE. Michigan St Indianapolis, Ind Court No. 5 Ninth Areade Cincinnats, ¢ 
NEWMAN-JOHNSON COMPANY THE FE. J. HUNGERFORD CO 
217 Locust St Evansville, Ind 1327 bb. 105th St Cleveland, Onio 



















EVERHOT HEATER SALES CO 
822 Hubbell Bldg Des Moines, lowa 


EVERHOT HEATER CO 
125 So. Third St Louisville, Ky 


J. H. MILLER 


DENNIS ENGINEERING CO 
243 No. High st Columbus, Ohio 


EVERHOT HEATER CO 
1510 Jackson Ave Poledo, Or 


EVERHOT HEATER CO 
and Alder St 





























132 Broadway 
PLUMBING 


40 Baronne St 


Paducah, Ky 


SUPPLY CO 
New Orleans 


12th Portland, Ore 
EVERHOT HEATER SALI co 
2401 Chestnut St Phila 















& HEATING 













La 







































































































! EVERHOT HEATER SALES CO EVERHOT HEATER SALES CO 
1 Mh) St. Paul St Baltimore Md, 132 No. Highland Ave Pitt irgh, Pa 
1 W. D. CASHIN COMPANY EVERHOT HEATER SALES CO 
i Hartford St Boston, Mass V05'y Union St Memphi Penn 
5 C, M. ROLFI HURY & PHILP COMPANY 
t Battle Creek, Mich elm and Griffin Sta Dull Dex 
EVERHOT HEATER CO WAY ENGINEERING COMPANY 
460 Cass Ave Detroit, Mich 1510 Main St Houston, Tex 
e RICHARDS MANUFACTURING CO WILLIAMS &« es = All 
0 Grand Rapids, Mich 4102 Scott Bldg Salt Lake City, Utah 
GROSS BROTHERS hk. ¢ BEVERLEY HEATING CO 
n 21 No Washington St Lansing, Mich jo6 E. Main St Richi 1, Va . 
} EVERHOT HEATER SALES CO CLELAND COMPANY 
ri 16 Marquette Ave Minneapolis, Minn 208-210 Fifth St Lynehburg, Va 
: KVERHOT HEATER CO EVERHOT HEATER SALI Co 
d M7 Walnut St Kansas City, Mo 137 Oneida st Milwaukee, W 
e >] . . . 
/ The plumber’s profit on the EverHot is a clean profit. 
- When the heater is installed our organization takes the responsibility for 
' its satisfactory operation. We see to it that every user is a booster. 
m 
k You can figure toacent your net profit onan EverHot Heater, theday the heater is sold. 
ht e) 
ho 
’ FPRICES—Baby Grand $66— Junior $88 —Senior $139 
‘. 
' | werniot Neater Company 


5211 Wesson Ave. Detroit, Michigan 


BLACK AND GALVANIZED 
are all made from 


Extra Heavy Pipe 
and threaded so that the Socket and 
Follower will make a tight connection 


S. S. FRETZ, Jr. & CO. 


MANUFACTURERS 
23rd Street and Sedgley Avenue, Philadelphia, Pa. 


Works: PHILADELPHIA, PENNA. i and BOYERTOWN, PENNA. § 
SE) a 
















It is too frequently true that the cause of trouble in a heating | 
system arises from faulty installation. It then becomes the duty ‘ 
of perhaps another heating man to find the trouble. While this 
is, as Mr. King suggests, valuable experience, it ought at the same 
time to be the basis for the elimination of errors which are repeated 
to the extent that they become familiar by their regular appearance 


Let’s Look at the Piping System 
By ALFRED G. KING 


YHEN a radiator or some section of a heating a drip line may be installed to drain a certain pipe or 
system does not function properly, it is more connection. It is always installed in the same mannet 


than likely that the trouble is due to some faulty for one system as for another except that its size may vary 








pipe connection. An experienced steamfitter or engineer according to the requirements of the job. 
if asked to locate the source of the trouble will probably As we have suggested, errors of judgment as to size 
say: “Let's look at the piping system?” no doubt real of a pipe or method of installation are frequent Poot 


izing from the character of the trouble that some part of pipe fitting is not always due to carelessness, however, 
the piping has been incorrectly sized or connected, it is a rather curious fact that some of the most serious 





Some of the most interesting and valuable experiences errors noted are those covering the most simple phase 







of the practical fitter are those met with when he is of pipe fitting. 

called upon to determine the cause of some trouble with Let us consider some of the requirements that never 
a heating system or to correct some job of faulty steam vary no matter what may be the character of the system 
fitting. We say valuable experience, as knowledge gained used. “Essential requirements’? we shall call them The 
by observation is frequently of more importance to the — boiler is known as being the heart of the heating apparatus 





fitter than that obtained by study. We can learn much and the start of every piping system is the pipe connec 





by considering the mistakes of others, and practical tions at the boiler, therefore the character of the boiler 








experience is known to be far superior to theory, as connections should be the first detail to be considered 


taught by books. The “hook-up” at the boiler should be made in such 


During an experience of a good many years, covering gq manner that comparatively dry steam is delivered into 
the various phases of the heating business, the writer the supply main. The maintenance of a steady water 
has often been requested to examine heating systems line under heavy firing or other exceptional conditions 
that did not operate properly. If all of the details of jg also an important matter. With this 


these efforts at locating trouble could be remembered attention is 








thought in mind 
directed to a very common error as illus 
and recounted they would prove to be a liberal education trated by Fig. 1. We have frequently noted that a fitter, 


for the average fitter. when installing a cast iron sectional boiler having 2 or 





There are many causes for the failure of a heating 8 steam outlets, has plugged all but one of them and 






apparatus to deliver the heat required to warm a build- 


Vow 
























ing. Certain ‘fear marks" guide the investigator to the ey ; Lh worn? 

source of the trouble, and having discovered the reason SWING MA a/ f 3 % 

for it or the condition which causes it, his practical m 

experience should quickly suggest a remedy. |: : 
; As we look back upon many of the investigations made 4 £L/er 7 
; and consider the nature of the trouble experienced, there Plugs, - 
j seems to have been two principal reasons why most of it \ ed SHIOKE 

occurred—-carelessness or incompetency. A vast number —— ee eer ee 

of the faulty installations were due to inexperience, 

although many were directly traceable to carelessness, a L, - . 


for which there seemed to be no reasonable excuse. 









| SOME FUNDAMENTAL PRINCIPLES ) y 
A) 
a NERTAIN construction details vary according to the —— / 
LO?) OES ? 
J, character of the system used, yet, there are many 


essential requirements or details of every piping system 


‘ie 7 
Which never vary, no matter what type of apparatus is Oy Oo} 


installed. For example, the supply and return mains, 4 - —— 
































branches, drips, ete., constituting the piping system of ——. 
a steam or vapor heatirg apparatus fulfill certain func- 


























tions, and while they niay vary in size according to 7 - > > a = 7 ° ~ ° ” 
the requirements of the system used, the method of 


Making the pipe connections does not vary. To illustrate, ig. 1.—Ilustrating a common error 








September 19, 1925 


34 DOMESTIC ENGINEERING 


The Country Club of Atlantic City Has a Fine 


Installation of Speakman Showers 








Here is one of the best known golf courses in 
the East, just a few miles removed from and 
within easy sight of Atlantic City, New 
Jersey, Playground of the World. 

Years ago when this Clubhouse was built, 
Speakman showers were installed. And 
when the shower room was’ remodelled 
recently, more Speakman showers were 
added. The complete in- 


or temperature of the water never varies. 
[his is provided for by the extra large supply 


‘pipes—you can see them in the illustration. 


Che head is 12 inches across and has 666 

holes—valves are 34-inch size.* 

We shall be glad to send you complete de- 

tails of this installation. 

The Country Club of Atlantic City is one of 
the twenty - five large 





stallation was planned by 
John Moore & Son, 
Atlantic City. 


eficient shower installa- 
tions which we have ever 
seen. No matter how 
many persons are using 
the showers, the flow 





A Hint to Plumbers in St. Louis — 
and Elsewhere. 

A golfer from St. Louis, who had just stepped 
This is one of the most out from under 
showers, said to a brother golfer, “I wish 
some plumber would call on the house 
committee of my club and talk to them 
about putting in some of these showers. 
I think he would get some business.” 


country clubs using 
Speakman showers 
then there are hundreds 
of smaller clubs which 
also use them. 


these drenching 


*Can also be supplied 
with inch valves unless 
specified. 








SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 


and FIXTURES 


SPEAKMAN SHOWERS | 
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Fig. 2.—The cumulative velocity through successive nipple 
ways is such that it picks up water and carries it into the 
main in suspension with steam 


has then connected the main from this single outlet In 
the case illustrated, the connection has been made from 
No. 7 section of an 8-section boiler, counting the sections 
from front to rear. A steam main hooked up to a boiler 
in this fashion is sure to give trouble. Assuming that the 
fitter understands that the area of the riser out of the 
boiler should be very much greater than the area of 
the main in order to reduce the outlet velocity of the 
steam, a 4-in. riser is used to supply a 2%-in. main. 
Assume further that the fitter has used 2 elbows and a 
swing joint at the top of the riser to start the main, 
thus providing for expansion. Each of these details 
represent good steam fitting practice. 


HOW MISTAKES ARE MADE 

HEREIN lies the error or where is the fault 
W in making the connection as illustrated? Perhaps 
the illustration Fig. 2 will explain. The sections of the 
boiler are nippled together by a single row of nipples 
at the top or in the center of the steam-separating space, 
Each of the boiler sections may be considered as a sep- 
arate steam boiler. For convenience in explaining the con- 
dition prevailing, each section is numbered. On_ its 
way to the outlet’ riser, the steam generated in No. 1 
section passes through the nipple connecting it with No. 2 
section. This nipple connection causes friction, but the 
velocity of the steam movement is increased. Joined by 
that generated in No. 2 section the steam now passes 
through the nipple connecting sections No. 2 and No. 3, 
further increasing the velocity. In like manner, the 
steam from other sections passes through the nipples 
between No. 3 and No. 7 section (the outlet section) and 
at each consecutive nipple there is an increase of velocity. 
The pressure per unit of surface (section) at the nipples 
varies as the square of the velocity of the flow through 
them. Considering the velocity through the first nipple 
(that connecting sections 1 and 2) as 1, the velocity of the 
flow through the second nipple will be 4, through the 
third nipple 9, through the fourth nipple 16, through 
the fifth nipple 25, and through the sixth nipple 36. 
As the steam approaches the outlet section, the cumula- 
tive velocity through the successive nipple-ways, is such 
that it picks up water and carries it into the main 
in suspension with the steam, This condition we have 
endeavored to illustrate by Fig. 2. If there is a tendency 
for the boiler to prime or foam (due to impure water) 
the trouble is still further aggravated as, under conditions 
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a 





of full draft on the boiler, the water in the rear sections 
stands at a higher level than in the front sections and 
the rear nipples are more or less flooded 


KNOW YOUR BOILER 


y is highly important therefore that the steam fitter 


should ‘‘know his boiler.’ Understanding the con- 
struction of it, and its possible eccentricities, he can guard 
against trouble of the character shown. The safest plan 
is to use 2 or more boiler outlets, so distributed that the 
steam generated can leave the boiler at a very low velocity. 
The outlet tappings are placed on the boiler by the manu- 
facturer for use and they should not be plugged by the 
fitter unless he is familiar with the construction of the 
boiler and knows just what he is doing. 

Judging from some steam fitting connections, as we 
have found them, there is another question that might well 
be asked concerning the “hook-up” at the boiler. ‘‘When 
is an equalizer not an equalizer?” If we may judge by 
what we have observed, there are a good many fitters who 
answer this question by their method of installing an 
equalizing pipe. An equalizer, properly constructed, acts 
in the dual capacity of an equalizer, a separator and a 
drip. Fig. 3 shows an equalizing pipe, as some fitters 
would install it, which in the form shown, is practically 
useless. This form of construction will equalize the 
pressure between the flow and return all right, but the 
pipe does not fulfill the functions of an equalizer as we 
understand the term when related to good steam fitting 
practice. When connecting two or more outlets of a 
sectional boiler it is well to construct a steam header 
into which the risers are connected and from which all 
mains are taken Fig. 4 shows an excellent method of 
hooking up a boiler and illustrates one good method of 
properly constructing an equalizer. This pipe as installed 
acts as a drip for any water carried into the header from 
the boiler. There are occasions also, when it is required 
to give the first leg of a steam main an upward pitch 
from the boiler or to make a connection to the main 
steam riser of an overhead system of piping. In either 
case, the condensation from main or riser drips back 
into the header and from the header through the equal 
izing pipe into the return. 

The use of an equalizing pipe is recommended when 
2 boilers are connected in battery, ‘‘cross-connected”’ is 
the common term for this method. The equalizer should 
connect the steam header with the return header and 


(Continued on Page 71) 
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Fig. 3.—An equalizing pipe, as some fitters would instal it 
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IF YOU 


“Ask ’Em To Buy” 


YOU’LL SELL ’EM 
q " COMBINATION BOILER 
The STAN DAR and GAS WATER HEATER 


BECA USE— THIS WAY 


SAVES MONEY 
The great price reduction we have 
just made makes it cost no more than 
a boiler and side heater. 


* oe 


Uses Less Gas. 
Saves Space. 
Heats Quicker. 


Saves two to three hours for in- 
Stallation. 


Heats evenly top and bottom so 
that the whole tank is really hot water 
storage. 


THIS WAY COSTS MONEY A 17 si Gallon size 
gives better service 
than a 30 - Gallon 
boiler with a_ side 
heater. 


Get the new prices from 
your Jobber today. 


JOHN WOOD MFG. CO. 


Se RAB pei a inte Sew eee > 


Conshohocken, Pa. __Los Angeles, Cal. 


Mention’ Domestic ENGINEERING when writing advertisers. 











Advertising Editorial 
A NEW ONE EVERY WEEK—No. 194 


A Cold Job! 


KTTING up between five and six 


o'clock on wintry mornings to 


“stoke up” so the house will be 


warm when the family arises Perhaps 


you can trace one or two colds you had 
last winter to that very job. 

Before the cold weather sets in, let us 
tell you something about the develop 


ments in automatic heat regulation. 


Think of the comfort of merely setting 
a clock and having the drafts opened up 
in the morning and the house warm by 


} KEEPS YOU | 


ae the time you get up. Or even think of 


the difference between getting up to ad 

just a control upstairs and going down 
TEACH - 
ERS! Your 
pupils will 
enjoy a 
reading of 
“The Story 
of the Bath.” 
You will, 
too. It’s his- 
torical and 
interesting. 
Copy free on 
request. 


into the basement. 

You'll be interested in learning how 
inexpensive and satisfactory heat regu 
lation has become. Just telephone, or 
drop in. 

(In this space your Name, 
Telephone, and 


Address ) 











George Washington Was an Advertiser 


presen paper quotes an advertisement which the Father of our 


country inserted in the newspapers of his time to sell real estate. 


The man whose vision was broad enough to be a governing factor in 
laying the foundations for America’s 
Practical enough to see the value of advertising 

necessary than it was in the days 
makes it absolutely essential to 


government and prosperity, was 


Advertising is today even more 
of George Washington. Competition 
the successful conduct of a business 
tisine Editorials in bidding for fall business 

> for the Bath a Day slogan cut. 


Commence now to use the Adver 
$4.20 for 12 illustrations 
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No. 31 





1 


the coal strike has brought the sub 


ject of winter heating to the fore. Send 
the following letter to a selected list of 
people who ought to have automatic heat 
control devices in their homes. It will 


pay you well at this particular time. 


Two Rivers, N. Y 
September 12, 1925 
Mrs. Edward Jones, 
Two Rivers, N. ¥ 
Dear Madam 
We look forward with distaste to the job 
of getting up early on winter mornings to 
get the furnace going so the house will be 
warm when the family is ready to rise It 
means broken sleep, and it means that the 
person who goes into the basement is ex 
posed to the chance of catching cold 
Automatic heat regulation devices have 
been developed to a point where they are 
absolutely dependable Just set them for 
the temperature you want during the night, 
and for the higher temperature you will want 
when the family gets up, and you may sleep 
comfortably, assured that the house will be 
at the proper temperature in the morning. 
Telephone us, or drop in We'll be glad 
to explain the working of clock and hand 
controlled regulators without the slightest 
obligation on your part You will be greatly 
interested, we know, in this modern conveni 
ence for the home 
Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 52 
rraulitG ROAD to public confidence lies through 
| the eolumy of your” daily ewspapers 
Here is the modern market place where men 
and women do their shopping Many an article 

sold before the purchasers have left their 
homes, simply because advertising ha ld 
Space does not have to be large 
sell merchandise And small displ 
ments have built steady business 
retall merchandiser Make uss 
It’s brief and timely Copy 


ind hand it to your local pa 


A Cold Job! 


That. of getting up winter mornings 





to “stoke up” the furnace. Come in, 
or phone, and let us explain the latest 
automatic heat control devices. They’re 


not expensive. 




















First half of the official photograph of the outing of the Bronx branch of Greater New York Master Plumbers’ 


Association 


Several Outings Draw Large Attendance 


Master Plumbers of Bronx Borough, Passaic, N. J., Trenton, N. J., and 
Memphis, Tenn., and Heating Men in Chicago Enjoy Picnics 


Bronx Master Plumbers Spend a Day at Whitestone 


three stubs on the tickets for the annual 


HERE 


outing 


were 
of the Association of Master Plumbers, Bronx 
New York, held White 


Whitestone, Long Island, September 2, 


it 


stone 


branch, Greater at Duer’s 


so 


Landing 


that three worth while 


day 


more 


you know there were at least 


It developed that there were 
ride, 
were 


events on the 's program 


boat break- 


for 


than three, and the 
Clambake the 
of the day’s fun 
the haseball 
brilliant dash 


a good many 


fast and that stubs called but a 


small part 
fact 
the 


tug 
Flora Mittle 
the prize 
W. J the 
a hundred and one other things vied with 


the bitterly contested 


and verve of Mrs. 


In game, 


of war, 
ladies’ potato race, the special 


in Winning 


by Mrs 


man 


earned Soles, the spirited music from 


orchestra, and 





be 
three 


classed as the high 


ring 


events and might 
that the 
than advertised. 


the three main 


class side shows made circus even 


a better one 
And to carry on the circus idea, there was even some- 
take the of the 
namely, the awarding of prizes to lucky and athletic mas- 
350 had 


thing to place after-the-show concert, 


their wives and after the 


eaten the excellent dinner provided. 


ters, guests, present 
The master plumbers began the day right by taking a 
Embarking at Clason Point Dock, they made 
beautiful the landing, then lined up for 
This out of the way, the traditional master- 
the of 
the pitching of 


boat ride. 
the 
group photo 

ball 


H. J. 


sail to a 


Under leadership 


aided 


game started 
Robilliard and 


salesmen 


Manager by 





Second half of the official photograph of the outing of the Bronx branch of Greater New York Master Plumbers’ 
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THE BIGGEST 


SINGLE IMPROVEMENT 
FAUCET CONSTRUCTION 



















Inner ring high 











Outer ring of high grade rubber filled 


grade packing rub- 
ber. This ring 
forms a seal be- 
tween nut and body 





cotton packing 





ROBERTS FREE TURNING PACKING 


















HEN the nut is tightened the two To give your customers absolute satis- 


packings compress independently faction and assure yourself of repeat 
upon the brass washer. This combina- orders, standardize on ROBERTS 
tion maintains uniformly distributed Products. ROBERTS Free Turning 
pressure against the valve stem, making Packing is used on all ROBERTS 


it positively leak-proof. compression goods. 





Sold Through Your Jobber 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use 


DETROIT - - - - MICHIGAN 


| /=Xoy=3555 
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How to judge brass pipe by color 








RASS contains copper and zinc. If you added more copper to 
a brass mixture you would expect the brass to look redder, 
wouldn't you? But it doesn’t always work that way. 







The color changes from copper red at 100 per cent to 90 per 
cent copper, through red gold at about 85 per cent copper, yellow 
gold at 80 per cent, yellow from 75 per cent to 65 per cent, and 
finally back to a buff red below 63 per cent copper. 







The curious part is, that the red color returns to brass at about 
63 per cent copper, due to a new crystalline component called 
Beta, which begins to form at that point. 








“Muntz” Brass Pipe, for instance, contains approximately 60 
per cent copper and looks much redder than “Alpha” Brass Pipe 
which contains about 66 per cent copper so that many people are 
deceived into believing that the “low copper” redder brass indi- 
cates a higher copper content. 








This is not so, for in this case it only indicates the presence of 
the undesirable Beta crystal which decreases the ductility and 
drastically lowers resistance to corrosion. 








Alpha Brass Pipe when sawed shows the pure yellow color 
of “high” brass and can be instantly recognized among all others. 












Muntz 


High 
Metal 


Brass 


Low 
Brass 





Commercial 
Bronze 





Copper 











1 
60% Copper 
Buff Red 





70% 
Yellow 


80% 
Yellow Gold 














Red Gold 





(63) 
























Alpha contains only Alpha cutseasily and offerseven ii: 
crystals It isa fine greater resistance to cor “Tr ade ie 
° grain, dense, ductile and rosion than ordinary <CHASE 
Brass Pipe tough metal. It makes per brass pipe. Full details in He 





our Alpha Brass Book 


ect bends, threads and 








ALPHA 
rass Pipe 





CHASE METAL WORKS 


Division of Chase Companies, Inc. 
WATERBURY, CONNECTICUT 
STOCKS 
Chase Companies of New Jersey, Newark 
The Ohio Chase Company, Cleveland 
Chase Companies of California, San Francisco, 
AS neeies 
OFFICES 
Boston New York Philadelphia Rochester 
Pittsburgh Chicago St. Louis Denver Atlanta 
Members Copper and Brass Research Association 


cu es es ee ee oe 


[ ‘HASE METAL WORKS, Waterbury, Corn 


Please send me free of charge acopy ol y book ¢ 


Alpha Brass. 
N ame 
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| Firm 
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Leo Brtll, Plumbers Hasset, Holbern, Drew, Klein, Green, heater given by the American Gas Appliance Co., Mrs 

Weil, and T. E. McCormick, Jr., trimmed the salesmen, James J. MeGrath, who took a toilet set; Sophia Goros, 

the score being 17 to 13. daughter of J. Goros, whose prize was a manicure set; 
\ good list of athletic events had been planned by Mrs. John Hassett, who selected a thermos bottle: Mrs 

the committee, which was made up of William Abbes, W. J. Soles, who was lucky enough to get a special prize 

chairman; S. G. Arnone, secretary; C. W. Kirchof, F given by R. J. Donovan Co., Ine., of New York: Fergus 

Schmalstich, J. Muller, H. Sugarman, A. Beyrodt and McLoughlin, secretary of the Manhattan association, who 

S. H. Welch. These included a 100-yard dash, won by got a flush valve; Joseph Spellman, whose prize was a 

H. Levine, who took military brushes for his prowess rotary hacksaw; and Charles Muller, the winner of a gas 

The three-legged race showed two J. L. Mott Iron Works heater. 

salesmen to be good at covering ground, Frank Kiesel Following the dinner and awarding of prizes, the boat 

and Charles O’Brien being the winners. Each was given again became the Mecca, and the party returned to the 

a fountain pen, Bronx, ready to lay plans for another get-together next 
For his fleetness at running backward, Anthony Platt year 

was awarded a complete kit of specialties that were 

given by J. A. Sexauer Mfg. Co., Inc., New York City PASSAIC MASTER PLUMBERS’ OUTING 

Then the star event of the day, a bitterly fought tug of 


, : Amid the tooting of many horns members the Maste 
war, Which the masters won only after the salesmen had = sadies RY ——e, of tl fa 


given them a battle. Kach member of the winning team, Plumbers’ Association of Passaic, N. J., started on their 
which consisted of Paddy Drew, Walter Pitcher, Andrew 
Green, William Abbes, H. J. Robilliard, S. G. Arnone and 
Anthony Platt, was given a flashlight. 


thirty-fourth annual outing to Blasberg's Farm, situated 
on a high hill above Hawthorne, N. J The auto parade 
passed through Passaic and then through Clifton and 

" . , : . ’aterson, nt awthorne, 8s that y ' t se 
Mrs. Flora Mittleman covered herself with glory in wesersem, on to Ma sa ~ iat everyone im the 


— ‘ities ~w that the Master P bers’ SS at i 
two ladies’ events, when she won both the egg race and the in kine na b sneanadibeaens argent 


potato race. Her prizes were a combination sink faucet celebrating The outing was held August 20 
and a thermos bottle. A great deal of interest was shown Immediately upon arrival, Roy Schleich, chairman of 
in a pipe-threading contest that the speedy plumbers the Outing Committee, started things humming by an 
entered. Prize winners were Anthony Platt, Paddy Drew ouncing a broom soccer game to be played by salesmen 
and William McEvily, Jr. The winners took a vise mount, @nd masters. After much puffing and hitting the master 
plumbers’ furnace, and torch, respectively, the donor being finally won by the seore of 4 goals to 3 for the salesmen, 
the United Plumbers’ Supply Co. the salesmen contending that the result in no way reflected 
Then there were prizes for bowling, Henry Muller being their true form 
richer by seven dollars and Otto Deichsel by five dollars, Fred Abele proved the best at the shot put and won 
and in addition 11 other prizes. Among the lucky win a toilet seat for his efforts. Sam Schneider being second 
ners of these were Stephen Tully, who got an automatie received a sink combination, while Paul Blood was third 





Concentrated 
Quality 








That is the only term which adequately 
describes the perfectly standardized ex- 
cellence of Zwermann Two-Fire Vitreous 
Sanitary Ware. Every facility of the 
largest single pottery in America has 
been directed towards making these 
Closet Tanks and Bowls the finest that 
the market affords. 





Sold Through Jobbers Only 


ZWERMANN COMPANY 


No. 48 CLOSET COMBINATION — consisting of Producers of Genuine Two Fire Vitreous 
Plate No. 8 Tank in combination with Plate No. 


hi ‘ater Closet Tanks and Closet Bowls 
28 Wash Down Bowl, which is fitted with either China Water set Tanks a P 


an Oak or Birch Mahogany seat. ROBINSON - - - ILLINOIS 
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Hotel Robt. E. Lee 


San Antonio, Texas 


Herbert S. Green, Architect 


A. H. Shafer, Plumbing 
Contractor 


Krueger Machinery Co., 


Plumbing Fixtures 











Royal 
Flush Valves 


SLOAN VALVE ¢ COMPANY 


CcCHicaco 


OR one thing it is obvious that the 

pressure in every building fluctuates 
in accordance with the number of fixtures 
in use. 


It is also obvious that, unless a flush valve is 
self-adjusting to variations in pressure, 
the quantity of its flush will fluctuate as 
the pressure fluctuates. 


This is one of the many reasons for the 
ever growing popularity of the Royal Flush 
Valve. 


It is the only Valve that is self-adjusting 
to variations in pressure and therefore the 
only Valve that can be depended on to 
flush the fixture properly regardiess of 
whether the pressure is 5 or 100 pounds 
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ind got a force cup. Jean Gray proved that she had 
the best lungs in the balloon race for girls 6 to 12 years 
and received a box of candy. The 75 yard dash for girls 
8 to 12 was won by Harriet Choler, who received a pocket- 
book, while Peggy Gray got a box of candy for taking 
second place. 
Lawrence Winco showed his mettle in the 75 
for it. 
tie. 


The 
amusing. 


salesmen’s 100 yard dash was thrilling and 
From the entry list they evidently thought that 
a batch of orders was awaiting the winner at the tape. 
Paul Blood took a bridge set away as first 
Arthur Holley a fishing rod as second prize. 

The sack race for master plumbers was won by Chas 
MacBride who received a fire pot. Louis Feldhamer was 
second and won a vise, while Frank Failla by taking third 
won a dozen tank balls. 

Isadore Herman proved the in the shoe 
scramble for boys 8 to 12 and received a pocket knife. 


prize 


to be best 








The winning broom polo team at the recent outing of the 
New Jersey Plumbing and Heating Salesmen'’s Association: 


J. Wiegel, Passanic, N. J.; J. Newmeyer, Brooklyn, N. Y.; K. 

G. Geores, Kenilworth, N. J.; T. J. MeDonald, Montclair, N. J. 

R. J. Schieich, Clifton, N. J.; James T. Hunter, Jersey City; 
Ss. B. Macaulay 





The games were then called because of the lively tinkle 


of the dinner bell. 
tions of the committee as everyone was hungry due to 
the strenuous morning. Roast beef, roast chicken and 
all their attendant fixin’s graced the table. After dinner 
Roy Schleich, the chairman, introduced the oldest member 


of the association, Geo. Aldous, who acted as toastmaster. | 


He called on representatives of all the jobbing houses 
represented, and they spoke on the necessity of co-opera- 
tion in everyday business life. 

Pres. J. Weigel in a few well-chosen words thanked 
everyone for the co-operation accorded him and the out- 
ing committee. 

The table prize for the ladies was a kodak, and Miss 
May Schleich was the lucky recipient. Immediately after 
dinner the Central Supply Co., of Passaic, gave every 


kiddie present a combination whip and whistle, and each | 


lady a handsome leather bag. 

The athletic events were then continued and 
75-yard backward race Fred Abele took first place and 
won a gas water heater, Arthur Schaffer being second 
won a pipe wrench, while E. Jones received a pair of 
sink faucets for being third. Mrs. Frederick won the 
50-yard dash for ladies and received a white seat, Mrs. 
M. Weigel winning a pair of silk stockings for second 
place, 

Baseball throwing was won by Fred Abele who received 
a combination sink faucet, A. Holley who won a torch, 
and Paul Blood a pipe wrench. 






yard | 
dash for boys 8 to 12 and has a fine pocket knife to show | 
Isadore Herman was second and received a neck- | 


and | 


The guests lived up to the expecta- | 


in the | 
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M-VB 


TANK FITTINGS 


| 


No. 17 


This M-VB Ball Cock 


(No. 
earned an enviable reputation in the 
trade through its quiet, smooth opera- 
tion and the fact that it gives efficient 
service year after year without repairs. 


17) 


has 


M-VB Tank Fittings are packed in sets 
for convenience in handling. The sealed, 
clearly labelled packages contain the 
highest quality Tank Fittings that 
superior metals and skilled craftsmen 
can produce. 





The letters M-VB appear on every fitting 
for your protection. 


MORENCY-VAN BUREN MFG. DIV. 


SCOVILL MANUFACTURING COMPANY, 
WATERBURY, CONN. 


FACTORY AT STURGIS, MICHIGAN 
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Winco knife 
nd whistle contest for boys 7 to 12 years. 


the cracker 
In the three- 
Schaffer and Fred Abele won as first prize 
Arthur 
wrench 
firepot 


Lawrence won a pocket in 
gged race A 
half a dozen tank balls and a rubber float 
and B. Hayfer, being 
while the MacBride 
ladle as the third prize. 
vanity for winning the for ladies 

Harriet Choler found the in the peanut 
hunt for children and won a box of candy, Jessie Dunberg 
being rubber ball. 

The 100 yard dash was won by Fred Abele who received 
i sink G. MacBride 
third 


each 

won a pipe 
took home a 
Frederick 


tlolley 
each, 
and 


second, 

brothers 
Mrs. 

potato 


received a 


case 


race 


most peanuts 


second, received a 


combination faucet, was second and 


won a pipe cutter, S. Gurtman being won a chain 












Joseph Woods, of the Speakman Co., 
Maier, of Maier Bros. Newark, N. J.; Charles HRothfuss, 
president of W. V. Egbert Co., Newark; Jacob Wiegel, presi- 
dent of the Passaic Master Plumbers’ Association; H, Whalen, 
of Thomas Maddock’s Sons Co., Trenton; Amzi Berla, Newark 
master plumber.—From photograph taken at the recent out- 


New York City; Louis 
Co. 





ENGINEERING 


ing of the New Jersey Association of Plumbing and Heating | 


Salesmen at Dunellen, N. J. 


The ball game was as exciting as the crucial series we 
all hear about because the association put up a beautiful 
cup for the winners to be held for one year, three suc- 
cessive victories being necessary for permanent possession. 

At the start the umpires were given to understand that 


players would not stand for any close decisions and in 


consequence the ‘‘umps’’ had to keep both eyes open 


Patrick Gilmour, of the Thatcher Co., captained and 
pitched the salesmen to an_  §8-to-3 victory over Roy 
Schleich’s Masters. The score does not indicate the fine 


plays pulled by both sides, double plays being pulled off 


with monotonous regularity. Catchers Paleo for the 
Salesmen and Matthew Flanagan for the Plumbers threw 
their arms out trying to prevent theft of second base. The 


line-up was as follows: 


Plumbers Salesmen 
C, MacBride 1B ‘ R. Scott 
R. Schleich s P. Gilmour 
L. Gray errr. | (. Meyers 
J. Weigel a P. Blood 
F. Failla SS A. Schaffer 
J. Derick 28 A. Holley 
F. Shedlock ry W. Johnson 
M. Flanagan c BR. Palco 
J. Hytso LF Bh. Dunberg 


After tying and untying the rope several times the 
Masters finally won the tug of war, the Salesmen not hav- 
ing the to take the the they did the 
ball game. 


brawn event way 

Secretary Allan Blair announced that 200 were present, 
making it the biggest outing the association has ever held. 

Roy Schleich, chairman, Louis Schneider, Harry 
Pruzansky, Matthew Flanagan, Burney Steinberg and 
Frank Richardson comprised the committee, who received 
the congratulations and thanks of everyone present, for 
the day’s fun. 


with 
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SIMPLEX Flush Valves 

can be installed with any 

style bowl of any man- 
ufacture. 















| 
| 
| 








Their simplicity means long 
service, and they are especially 
adaptable for schools, apart- 
ments, office buildings, public 
places and factories. Actual 
working water pressure should 
| | be stated when ordering valves. 


The SIMPLEX is all that 
its name implies in construc- 
tion, in operation and in 
appearance. 


















































A recent improvement pro- 
vides for adjustment of length 
of flush from the exterior and 
the cleaning of by-pass with- 
out taking valve apart. 














PATENTS PZNDING 


THE BEATON & CADWELL MFG. CO., 
New Britain, Conn. 


Please send at once Catalogue and other information on the 
Simplex Flush Valve, together with price list. 






Name 


Address 
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Somerville 
(3. 5. We.) 


Soil Pipe and 
Fittings 


Are mechanically correct 














No. 1270 
VAN ARNAM 
Sheet Covered 
Crescent Seat 





There’s Profit In Replac- 
ing Public Toilet Seats 


Hundreds of toilet seats in your commun- 
ity have long outlived their original ap- 
pearance and sanitary qualities. This is 
your opportunity to make some easy 
money—especially if you show your cus- 
tomers the new and handsome VAN 
ARNAM models, with their gleaming 
white finish of sheet celluloid. Start now! 


Your Jobber 
Can Supply 
You 


S Fi nee) 


VAN ARNAM MFG. CO. 


Fort Wayne - - Indiana 


. 
* 
. 
. 
* 
4 
. 
: 
. 
. 
: 
* 
. 
. 
: 
. 
. 
. 
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TRENTON MASTER PLUMBERS’ ANNUAL OUTING 


For many years, the Master Plumbers’ Association of 
Trenton, N. J., has had a reputation for putting on } 
class dignified affairs. It made no difference whether 
was a reception for the state president, a ladies’ night 
regular meeting, or an outing, those present have alway 
left feeling that they had gained something by attend 

The outing held by this association September 10 at 
the Pennsylvania Railroad recreation grounds was no ex 
ception to the above rule. Under the leadership of Chair 
man W. S. Dignan, who was assisted by Herman West- 
phal and Daniel Sisti, approximately one hundred masters 
and their guests enjoyed a day of relaxation and fun, and 
everyone from President George Hornketh to the newest 
member can look back with pride on the outing. 

The day was started by a big dinner served on the 
piazza of the clubhouse, which every one present did full 
justice to. The committee knew that after that meal 
nearly everyone would want to rest a while, so plenty 


| of time was given before salesmen and masters lined 


up for the ball game. Incidentally, there was a real 


At the outing of the Master Plumbers’ Association of Trenton, 

N. J.—Frank Peristein, J. M. Heidweitler; John Corcoran, 

president of the New Jersey State Association; M. J. De Vore, 

of Richardson & Boynton Co.; Thomas Dignan and J. L. 
Bennett 


diamond, with grandstand, bleachers 'n’ everything, and 
some high class ball was played by the two teams. Of 
course, there was a shortage of fielders’ gloves and many 
drives that should have been ‘‘outs’’ went for base hits 


| in consequence, but who cares? 


Naturally, the plumbers won, the final score being 18 
to 6 after seven innings of play. The line up follows 
Salesmen, 6 Plumbers, 15 
Dickson cc Pfleider 


Cleary 
Molnar 
Greenwood 
Hills 
Goodwin ‘ °F Eldrichet 
Simms . PPE TC TTOLe TTT Tey). PELE eL Eee eT eT Pinto 
George W. Feaster and Jack Munder, umpires 
There was a mighty fine cold lunch spread out on an 
outdoor table near the ball field, and this was well patron- 
ized, while a good refreshment stand maintained by the 
G. and H. Supply Co. was an oasis for the thirsty And 
all the time, quoit pitchers dropped the circles over the 
pins, to the accompaniment of an occasional cheer but 
oftener jeers from opponents. 
Manufacturers and jobbers had been generous with 
prizes, and these were awarded late in the afternoo! 





Se 


f 














ptember 19, 1925 DOMESTIC ENGINEERING 


manent ptt) 
Mua 


Nothing 


a a to Crow 


Steam 


‘a 4h out. . preg 


@ Omi 


Sena 


aw Hn 


"i 


o 
a 


merely a continuance of our policy of 
supplying to the trade the best valve pos- 
sible to manufacture. 


“‘Milwaukee’’ Radiator Valves are now available 


with molded composition handwheels. Beautifully finished and with knurled grip, these 
mushroom type handwheels add distinctiveness to “Milwaukee” Valves, millions of which 
are, and |. ve been giving perfect service for twenty-four years. Every valve and its 
component ,arts are tested at 250 lbs. pressure before being shipped. 


The quality of “Milwaukee” Radiator Valves is typical of the entire line of “Milwaukee” 
Brass Valves and “‘Milvaco”’ Heating Specialties. 


Your jobber can supply you. Representatives in all leading cities. 


The use of a high grade product is economy — “Milwaukee” Valves are high grade and 
economical. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, ws. S.A. 


I A 
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Oneida Anti-Syphon 





Whenever a high-grade lavatory or sink is installed it is of extreme 
importance that the brass traps be of such quality as to function 


quietly and efficiently, during the life of the fixture. 


Such a trap is the ““Wiseco Oneida,” with its Five Inch Cast Brass 

Body and having an extra large ground joint connection on the > oS __ 
/. . na » “z J : “ : e- - - since ° ' nished wi 7 
Waste Tube. It can be furnished with either a straight inlet at Wee Sake 
tube or an offset to allow it to be used on a pedestal lavatory. 


Carefully polished and plated with our exclusive non- stripping 
white nickel it enhances the beauty of all white fixtures it is in- 


stalled with. 





Where is the livery stable ofa 
few years ago? In fifteen years we 
will say “Where is the master 
The —— of plumber of 1925?” Conditions 

Qua 1877 omen thange rapidly and they are 





changing moO MoT? rapidly wm any 
industry, profe ssion or art than 
in the science of plumbing It 


is the duty of every master 





plumbe r lo read, study and learn 
if he wishes to kKeep up vith the 
procession The public re 3 pects 
the plumber of 


J.B. WISE, Inc. | 01" 


ear Bt ee ‘ : plumber rho . 
WATERTOWN - NEW YORK still Living in the 
OFFICES: knowledge of 
New York Philadelphia Chicago 1910 who is the 
San Francisco Dallas object of the jibes 
St. Petersbu: 4 7 j 
etersburg of the joke smith 


rhe out. REMEMBER ME 
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HEATING MEN OF CHICAGO SPEND A WEEK-END 
OF FUN 

The heating trades of Chicago, members of the Chicago 
Master Steam Fitters’ Association and supply men who 
call on them, took the week-end of September 12 and 13 
off and staged their big annual outing at Channel Lake, 
near Antioch, Ill. The Sylvan Beach Hotel was turned 
over completely to the merry makers and, with the con- 
veniences of home right there, the crowd made a real 
vacation out of the affair and had an excellent time. Some 
of them arrived Friday night, September 11, but the bulk 
drove in some time around noon Saturday. Lots of ground, 
right on the lake shore, offered room to do whatever 
struck each individual’s fancy, and the horse shoe pitchers, 
the volley ball players and the baseball fans did not need 
any directions but started in at once to have their fun 
in their favorite games. 

A big cauldron of clam chowder stood steaming near 
at hand, and, during the day, those who so desired could 
visit the cook and keep the inner man well fortified. 
Joe Story, well known as one of the organizers of this 
outing club, was there. No such picnic would be complete 
without him. He and Fred Dilzer, treasurer, did their 
best to administer to the comfort and pleasure of the 
attending guests, and their best was certainly adequate. 
William Gawne, as well, deserves much praise for keeping 
the ball rolling. Mr. Gawne had a fine time himself and 
refused to let proceedings drag for a minute. So, when 
everybody seemed to be there, he organized a fitters’ 
baseball team and challenged the supply men to put a 
team, on the field that could beat them. 

That was some game. Mr. Gawne umpired, supported 
in the field by E. Krugman, who called ’em safe or out 
on bases. The supply men never had a chance, for the 
fitters took them over to the tune of 27 to 6. The line-up 
was as follows: 


Fitters Supply Men 
WOU .0cceee seis PEMMEUGME. scccseces cca @ 
Hoffman a ee a Steelhammer ...... oe 
oo ere i bint .2b Krueger ef 
Andler ... SOREN TES ee ee ss Jones .... Pa eee 
RDPOMAMGON 0.50 icvciacct ib ee wae a 
|” SSAC err tare Ib Wurster ...... p 
SE = cai) sors yp a erry Tilley .. de aoe a Pr 
CO re errr, PE cehdcabeswintexineen rf 
Keppner ...... Terry ery ef PE EG 0s Ae oe ae ens coee ld 
>... Pr rrr rrr errr rer rf Fitzgerald enka eels ..8s8 
TY  Seeerrere wer 
We. fies wiawiwedoevedea vas 88 


Just as the game was drawing to a close, the dinner | 


bell sounded, and the crowd filed into the dining room to 
be served a meal that was a top-notcher in its class. After 
dinner there was still sufficient light to enable those so 
inclined to settle supremacy at horse shoes. 
THE ANNUAL PICNIC OF THE MEMPHIS MASTER 
PLUMBERS’ PROTECTIVE CLUB 

The Master Plumbers’ Protective Club, of Memphis, 
Tenn., held its annual picnic on Wednesday, September 9, 
at Paul Ladd’s Farm, near Frazier, a beautiful country 
retreat and the same place where during the state con- 
vention last spring a picnic was given by the Tennessee 
association. The Memphis Master Plumbers’ Protective 
Club is headed by W. G. Segler, president; John Gilbert, 
secretary, and H. F. Kippley, treasurer, and the club has 
a very active membership. 

Good food and refreshments, athletic sports and a list 
of invited guests helped to make the picnic a happy event. 

Memphis has in recent weeks had one of its hottest 
seasons on record, Sunday, September 6, the temperature 
was 103, the highest of the year and with one exception 
the highest on record. 
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Give your customers : j non 
the benefit of a price alshroughes 


Red Top Hot Water Heating System, the basis of which 
is a Red Top Relief Valve Model No. 2, is economical for 
you to install. You are not compelled to pay the price 
for a “‘complete”’ system. 

The Red Top Valve is the only water relief valve approved 
by the Underwriters Laboratories, Inc. They relieve 
pressure at 30 pounds. 

Consult Our Engineering Department. 


NEPTUNE METER COMPANY 
50 East 42nd Street 33 New York City 
Branches in all the Principal Cities 


Red fop Kelie? Valve 











Stringer Cleanout Fittings 
Make better Base 
Stack Cleanout Jobs 


There’s no need of assembling a Y, 
an 1, bend and an iron trap screw 
ferrule when it is easier and safer 
to use a Stringer Cleanout Fitting. 
Our Catalog ““H” shows a complete 
line of cleanout fittings which are 
used by plumbers everywhere. 


Write today for your copy of 
Catalog “‘H.” 


STRINGER BROS. CO. 


Manufacturera of 
Cast Iron Roughing-in Systems, Hub Drainage Fittings 


1100 W. 38th St. Chicago, Il. 












Fig. 713 as tllustrated ha 
front cleanout. Fig. 714 
mot illustrated, has the 
back cleanout 
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9 million advertisements 
like these 


AIRID 


AIR VA 
mh cold maton oy 








These magazines 
will carry 
AIRID advertisements 
all through 


the heating season lot of eye) 9) (- 


Saturday Evening Post 
Literary Digest 
Liberty 

Collier’s 

Time 

Outlook 


American Magazine 


Cosmopolitan : 

Red Book | 

Atlantic Monthly 

Review of Reviews : 
Harper’s Magazine 


Scribner’s Magazine 
World’s Work 


Woman's Home Companion rs 
Good Housekeeping 

Popular Mechanics 

Popular Science Monthly 


Better Homes & Gardens 
House Beautiful 
House & Garden 


i 


RADIATOR 


1807 Elmwood Avenue Dept. S Buffalo, N. Y. 
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Dress your window 
like this 


}iy this oO cites | 
' Vout coldest | 


pat 


AIRID 


AIR VAIVES 


then owners will [ean 


ee) eels to Ou] HE illustration above is 
: a typical shop window 


The Airid window display 
includes the Airid cutout 


" 
(showing a life-size radiator 
© and an actual Airid Valve), 
the three posters and three 
dozen Airids in self-selling 


display boxes. 
Ask the American Radiator 
Company salesman to send 
you, free, the cutout and the 


posters. Then, with a display 


° like this you will attract your 
share of Airid business and 
have Airids in stock for 


owners who call. 


| OMPANY IDEAL BOILERS, AMERICAN RADIATORS 


ARCO VALVES AND REGULATORS 
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THINGS TO TELL YOUR CUSTOMERS ABOUT TRANE PUMPS 





The impetier that 
laughs at rust 


Tell them 


“Another good thing about a small Trane 
centrifugal pump is the fact that the im- 
peller is made of bronze; it laughs at 
rust. Doesn’t hurt it a particle to stand 
idle in water for months at a stretch. 


“And notice, too, that the blades in the 
impeller are smooth. They are ma- 
ichined. Smoothly machined blades 
Increase efficiency--more than you'd 
ever think. They give an efficiency that 
is possible only in a two-part impeller, 
like this one. And Trane two-part 
impellers, though more expensive to 
make, are also the ones that are easier 
to clean. 


“Details such as these help show why 
Trane Pumps are popular. They do not, 
however, explain Trane’s low price. 
Big production explains that.” 


These features apply to all small Trane 
centrifugal pumps—-condensation, circu- 
lating, booster, and the water end of 
Trane Vacuum Pumps. For complete 
details 


See Trane Budletin 20 
THE TRANE COMPANY, 204 cameronave LA CROSSE, 


THREE DOZEN BRANCHES IN U.S, CANADA, JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, AND 


TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER— VACUUM 
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Municipal Public Comfort 
Stations 


(Continued from Page 18) 


frequented or inexpensive stations, wood may be uss 
well covered with two coats of white body paint 
one coat of white enamel paint or spar varnish But 
wood should not be used for separating walls or partitio: 
between toilet rooms nor for partitions which separat: 
a toilet room from any room used by the opposite sex. All 
such partitions should be as nearly soundproof as possibl 
Partitions Between Fixtures.—Adjoining water closet 
should be separated by partitions. For privacy, individual 
urinals should be provided with a partition at each end 


Fig. 9—Typical floor plan and basement plan of six com- 
bined oil stations located at Waupun, Walworth, Lake Geneva, 
Marinette, Madison and Green Bay, Wis. 


and at the back. Where individual urinals are arranged 
in batteries, a partition should be placed at each end and 
at the back of the battery. A space of 6 to 12 in. is re- 
quired between the floor and the bottom of the partition 
The top of the partition should be from 5% to 6 ft. above 
the floor. Doors of the same height as required for parti 
tions, should be installed for water closet compartments 

Toilet compartments should be not less than 30 in 
in width and must be suffiicently deep to permit the door 
to swing past the bowl, when opened. All such com- 
partments should be at least 30 by 52 in. in the clear 
Partitions and doors should be of material and finish as 
prescribed for walls and ceilings. Wood is not recom- 
mended; if used, it should be hardwood. 

Service Closet.—Each toilet room should have a service 
closet supplied with broom, mop, bucket, soap, toilet pape! 
toweling (lime or other disinfectant for waterless sta 
tions) and any other materials necessary for maintaining 
cleanliness and serving the public’s needs. 

Depositories.—Men'’s and women’s toilet rooms shou! 
be equipped with a depository, so designed as to 
the contents readily removable, and of such construct 
as to enable it to be kept in a clean condition. 


(Continued on Page 56) 
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Specify 


: 
, 
CHINO 














when ordering 


Closet Tanks 


The Beneke CHINO is the original CHINO 
composition tank——-made with a pure white, 
grainless finish which will never peel, crack 
or discolor and equipped with high grade 
fittings of our own manufacture. The 
CHINO trade mark is embossed on the 


inside of each tank cover as your guarantee 


of CHINO quality. 


_By using the Beneke CHINO Tank, the 
Beneke CHINO White Seat and any standard 
bowl you can offer your customers a toilet 
installation of exceptional merit at a price 
suitable for even a moderately priced bath- 
room. Most good jobbers can supply you 
with these Beneke CHINO Products. _ If 


yours cannot, notify us at once. 




















Successors to 


BENEKE & KROPF MANUFACTURING CO. 
21st and Rockwell Streets -- ee CHICAGO, ILLINOIS 











: BENEKE MANUFACTURING CO. 
x 
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Announein 


There is no question b 
are rapidly supplanting the j 
Yet for the plumber ¢ 
attractive proposition. Lo 
consumed in stock room, g 
combined to cause a lack of e 


Hotstream has 


Hotstream engineers hg 
system that is simpler, better 
ical-- more easily stocked, ag 
than any automatic storage 

Using standard parts 
Heater equipped with a Bs 
stream Throttling type The 
the plumber an automatic 
giving qualities to both seller 

The Hotstream system 
stallations. Where the cus 
you use it~ otherwise you s 


Hotstream TI 


Used in conjunction wit 
requires no independent pi 
Thermostat overcomes all th®™® 
type, furnishing ‘Hot WategiR 








No. 25 U. B. Autom 
Storage Set 7 


(Packed in One Crat 





Capacity 
No. 20 U. B., 30-40 
No. 25 U. B., 40-60 
No. 70, B, 60-80 
No.’80,;'B., 80-120 


Consists of Hotstream Heat 
ped with Barber Burner, Therm 
Draft Regulator. You supply 
(cover if desired) and labor. 
you an ideal automatic storag 
a circulating heater, at 4 
saving in cost over any type 
bled system. 





























Mention Domest! E 









19, 1925 


Sept miber 








a ENDO AE 


DOMESTIC ENGINEERING 


SNE AINE CRUE DE HW ARTI al aR 2 EN aE TIE Se SS 


2 OC RE nea 


sine ean 


ne First Complete and Practical 


on b 
the j 
er 
Lo 
n, a 
ofe 


rs he 
etter 
ad, af 
rage 
arts 
1 Ba 
The 
atic 
selle 
stem 
> cul 
Ou § 


' 
n with 
it pl 
all th 
Watd 


ute 
Set 


Crat 












stomatic Storage Heaters 
sus type in popular favor. 
not been a particularly 
of profit, excessive space 
st to consumer~--all have 
on the part of the plumber. 


the Problem 


ed an automatic storage 
ly installed, more econom- 
agreater margin of profit 
developed. 

tank and a Hotstream 
, together with the Hot- 
iDraft Regulator, we offer 
em that for satisfaction- 
has never been equalled. 
or both old and new in- 
ady has a good tank 
ut of your regular stock. 


Thermostat 


tr Patented Burner, which 
the Hotstream Throttling 
tages of the ‘“‘snap action”’ 
4 hours a day” econom- 
ically and unfailingly. 
No snapping off or 
on of gas, but always 
| a flame just right to 
_ keep the water at the 
predetermined tem- 
perature. 
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CLEVELAND, OHIO 


Manufacturers of a 
Standard, High-Grade Products Built To Give Lasting Satisfaction. 
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.Automatic Storage Heater Problem 


The Barber Burner 
Cannot back fire, thereby eliminating the only excuse for a 
snap action thermostat. The six small tips burn all the time, 
being fed by a small by pass when Thermostat is closed. They 
burn the negligible amount of 1 foot of gas per hour enough to 
keep the water hot in direct contrast to the ordinary pilot. 


The Hotstream Draft Regulator 
The most effective means known to prevent back drafts. 
Absolutely prevents blowing out of gas flame or pilots. Increases 
efficiency by regulating amount of draft thru heater, thus pre 
venting a chilled fire. In case of excessive draft, cold air is drawn 
from room rather than up thru heater. 


Special Hotstream Features of Superiority 


1. A-simple system any plumber knows how to install it. 

2. Standard tank standard heater all standard parts. 

3. For old or new installations if your customer has a tank, so 
much the better. 

Low in first cost low in upkeep. 
Safety burner can’t back fire. 
Positive, simple thermostat. 

Six small pilots won’t blow out. 
Draft regulator, protects your fire. 
Needs no servicing. 

10. Will reach the greatest number of buyers. 
11. Installed at less cost than any other system. 
12. Hot water service 24 hours per day. 


Keep tank hot. 


woOonaunt 


- 
At Hotstream Prices 
You can undersell any automaticyYstorage system on the 
market —and furnish a better job. 


Yes—Hotstream has solved the Automatic Storage Problem. Write or wire 
for full details regarding the best money making proposition you ever saw. 


Ce 
a 


Fs 


s..4 de & a 2 


THE HOTSTREAM HEATER CO. 


‘‘Makers of Heaters That Heat’’ 
New York Office—210 E. 45th Street 


Full Line of Gas and Kerosene Heaters— 





DOMESTIC ENGINEERING September 19; 1925 


(Continued from VPage 52) ous to moisture, which will not corrode, and so built that 
ate : they ay be properly flushed ; kept ss ary. ey 
PLUMBING FIXTURES hey may be proper y flushed and kep anitar} In new 

installations only individual urinals, of porcelain or vitri 


OTHE _— r tures s a : 
M’ apr ngeagee pedi agen riage riven ous china, should be used They should be set into th: 


be installed t afford ready access f cleaning , , 
ae me eee : i xi . & floor, the entire floor graded toward the urinal, and 
‘here practicable al ipes in connection with the fixture : : . ‘ 
ere practica alk pipe : aateaiadaceterie 1 the fixture equipped with an effective automatic tank or valve or a 
should be run to the wall Z : . 
; : satisfactory foot-operating flushing device. 
Materials and = Construction.—All plumbing fixtures 


Wash Basins.—Wash basins should be made of earthen 
should be of such design, materials and construction as 


to insure durability, proper service and sanitation and so ware, vitreous chinaware, enameled ironware or other 
as not to entail undue effort to keep them clean and in impervious material 
proper operating condition, because of the fact that the Drinking Devices.—Bubblers and other drinking devic: 
general public exercises little care in the use of equipment should be of approved sanitary design and construction 
for which it is not directly and financially responsible Water pressure and volume should be such that on: 
Water Closets.—aAll water-closets should be made of ™ay drink without the lips coming in contact with the 
porcelain or vitreous chinaware The bowl and trap bubbler head or orifice No drinking device should by 
should be of the combined pattern in one piece, and maintained that is an apparent transmitter of diseas: 
equipped with adequate flushing rims, so as to clean the The supply must be from a safe source. 
bowl properly when discharged The bowls should be Fixtures in Unheated Buildings.—In buildings where 
of the heavy pattern, extended lip and open-seat with extreme, unavoid- 
large throatway of the blowout or siphonic action type ible frost conditions 
The seats should be of wood or other non-heat-absorbing prevail, the trap 
materials, finished with varnish or other substance to serving sinks, wash 
make them impervious to water basins, or similar 
Frost-proof closets should be installed only in com fixtures, may be lo- 
partments which have no direct connection with any cated under the 
building used for human habitation This type should floor or otherwise 
be used only in buildings subject to extreme frost condi properly protected 
tions When frost-proof closets are installed, the bowl against frost, but 
must be of vitreous chinaware or iron enameled inside should be as close 
and outside of the flush-rim pattern The tank should to the fixture as 
be automatically drained to guard the fixtures and piping practicable, This is Fig. 10.—Floor plan of Madison, Wis. 
igainst frost an important point. station pictured at head of article 


Urinals.—Urinals should be made of material impervi (Continued on Page 60) 
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The “ATLAS” Support for Kitchen Sinks 
































This is the only real sink support for sinks without legs 
The ‘‘ATLAS” is only made by 


“Unite? States Sanitary Mfg €o. 


PITTSBURGH, PA. 
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etel Sonipped | Wood ard-Wanger 
NCHES provide Nation~wide 


24 Hour Service 


W 


MUSHROOM 


advertised 


wz advertised 
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HETHER you are located 
in Portland, Me., or Port- 
land, Ore., you are on the 
great ‘“‘Main Street’’ of Wood- 
ward-Wanger service. For 
now, with our new Chicago 
Branch, every master plumb- 
er in America is within the 
scope of 24-hour service rend- 
ered by our 3 completely 
stocked branches. 


This centralized service as- 
sures the smallest shops as 


well as the biggest of the very 
best in plumbing specialties. 
And remember this: No order 
is too small--or too large 
to receive our prompt atten- 
tion and guarantee that your 
goods will be shipped the same 
day your order is received. 


Simply order from the W-W 
Branch in your territory and 
you need never be without 
any plumbing product that 
bears the W-W name. 


Goods shipped same day order is received 





ANY 


922 Franklin St. 
Oakland, Cal. 


Mention Domestic ENGINEERING when 


1106-14 Spring Gard-n St 
Philadelphia, Pa. 


writing 


Woodward Wanger Co. 


Quality ‘Plumbing Specialtie: 


ince 1906 


26 N. Clinton St. 
Chicago, III. 
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ARLULA 


Hot-water radiator 
heating outfit 
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will read these 
ees . ARCOLA messages this fall 


REG. U. & PAT. OFFICE 


OA 


“But you said you had no aa | 
~where is your boiler? 


AMERICAN RAD 


4 a 


WEDER 7 A/k 


23,971,927 advertisements in these 
national magazines to help you sell 


ARCOLA 


THIS ADVERTISING will build 2—Send that list to our nearest 
interest with home owners in your Branch Office and let us pre- 
community. But it won't ring the pare our illustrated ARCOLA 
cash register for you without your letters for each name. 

active help. Supported by this 3—wail these letters, signed by 
splendid advertising, four things are yourself, when we send them 
necessary on your part. to you. 


1—Prepare a list of real live pros- 4— Follow them up in a few days 
pects; in our advertisement in by personal calls. 


this publication, August 22nd, This plan will sell ARCOLAS. Try it 
we suggested how to do it. and see. 


AMERICAN RADIATOR COMPANY 


1807 Elmwood Avenue Dept. T-195 Buffalo, N.Y. 











SMOKELESS 


Mention Domestic ENGINEERING when writing advertise 
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Improved 
Model “R’’ 


Automatic 


CELLAR DRAINER 


has a number of special features which it will pay you 





to investigate. For instance, the bronze valve has a 
positive closing action which avoids waste of pressure 
water, yet is gentle enough to eliminate waterhammer. 


— Compact 
— Powerful 
— Accessible 
— Salable 


The patented lever and link action, 
adjustable to different water pres- 
sures, shows the float to be nearly 
submerged before the valve opens 
and gives a pop to the opening 
which prevents dead center trouble. 










Your Jobber can 
Supply You 


Penberthy Injector Co. 


Established 1866 
1244 Holden Ave. Detroit, Mich. 


Canedian Plant, Windsor, Ontario 
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An elbow which is almost human 
in the automatic precision with 
which it operates. Traps the con- 
densation, making a perfect water 
seal, and prevents the vapor from 
short circuiting into the return 
main. The 


“0-E” Perfect Ball-Check 
Water Seal Union Elbow 
with Adjustable Air Vent. 


Mechanically perfect. Extra heavy, 
sand blasted and heavily nickel 
plated, with specially ground Semi- 
Ball Joints. Adjustable stops are 
also made with various size vents 
for close regulation or straight vapor 
work. 





Let us tell you how this elbow 
and two other simple fittings 
provide the world’s finest heat 
> system. Send for Bulletin 


O-E Specialty Mfg. Co. 
10 Keefe Avenue 
MILWAUKEE — WISCONSIN 
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(Continued from Page 56) 
WHERE WATER AND SEWERAGE SYSTEMS ARI 
NOT AVAILABLE 
N localities lacking public systems of water and 
| the disposal of human wastes may be a 
plished as follows 


(1) By an efficient water system of the “‘compr: 


iir storage”’ or “air pressure delivery’ type and a pr 


ewage treatment tank and disposal units, as conditior 
may require 

(2) By privies or other facilities permitted by 
authorities, when conditions make it impractical to instal] 
a water supply and sewage disposal system. 

When Open for Use.—Every public comfort station 
hould be open for use from sunrise to 10 p. m., unles 
otherwise decreed. On occasions such as the assembling 
of large numbers of people, the local authorities should 
designate a later hour of closing 

Cleanliness.—Every public comfort station and all its 
parts, including walls, floors and ceilings, and all fixtures, 
should be kept clean, efficient and in good repair. 

Towels, Soap, Paper.—A supply of towels, either of 
cloth or paper, liquid soap and dispensers for the same 
and toilet paper should always be kept ready for use 
Toilet paper should be of material incapable of obstruct 
ing plumbing fixtures 

Care of Comfort Stations.—The proper authorities 
should assign the care and maintenance of public com 
fort stations to responsible persons such as the custodian 
of the municipal building or police officer. Governing 
bodies should vest attendants with full authority over 
the property and maintenance of stations and rest rooms, 
and furnish them with detailed instructions for the proper 
fulfillment of their duties. 

Indecent Pictures and Writing.—Strict rules againgt 
defacements should be adopted for public comfort st 
tions, and a public notice containing a penalty for viol 
tions should be posted in every station. 

Existing Stations..-Existing public comfort stations 
hould 1 
ably with these requirements. 


e brought up to a standard conforming reason 


In this summary for small comfort stations, no attempt 
has been made to cover minor details of design, matertals 
and construction. It is believed, however, that the infor- 
mation is specific enough to serve municipalities, officials 
and others as a general guide for small and large sta 
tions. 

Reference Wisconsin State Comfort Station Code, issued 

the Wisconsin State Hoard of Health, Madison, Wis (To 

ents of this state a charge of 50 cents per copy 18 


tool and Johnson, Handbook of Building Construction, Mc- 
Gira Hill Publishing Co., New York. 

The Portland Ice Rink, Portland, Oregon, will undergo 
extensive repairs under a new company to be known as 
the Coliseum Amusement Corporation. Lucius & Cash 
are preparing plans for the remodeling which will cost 
in excess of $50,000. Bids will be called on considerable 
piping, a pumping plant and possibly a refrigeration plant 
The work is to be completed in time for indoor sports this 
winter 

Rushlight, Hastorf & Lord received their share of a! 
tinction when the new $1,000,000 Bedell buildings 
opened in Portland, Ore., September 10. This firm 15 
talled the plumbing and heating and was notably men 
tioned in the full page display with ents of the building 
and interior views. The construction work on this buil 
ing was a time record-breaker, the first work in clearing 
the old building from the site having started on Maret } 
of the present year. 
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» But when OIL-O-MATIC dealers place orders for more 
» burners in 65 minutes than any other concern sold all 


last year, there is little room for doubt about the kind of 
service OIL-O-MATIC gives. 


+ 


the Empire Re 
It contain 
than 


The house heating fuel of the future,’ say 

ineries, ‘is going to be heavier grades of fuel oil 
= more heat units per gallon and costs on an average \% less 
kerosene or distillate 


| The Underwriters’ Laboratories, after exhaustive tests, 
proved that OIL-O-MATIC could use fuel oil as low as 

8 degrees equally as well as any of the lighter grades. 
i ieusende of OIL-O-MATIC owners are using fuel oil 
)and saving as high as 25% over burners restricted to 
' more expensive oils. 


‘ 

is] 

x 

4 

2 What little territory is still open is being closed with 
f remarkable speed. Whether your city is now closed or 
yo whether you ever intend to consider a franchise, mail the 
q coupon today for full details of our merchandising plan. 


HEATING 


World’s Largest Producers of Automatic Oil Burners 


ILOMATIC 





ENGINEERING 61 


LISTED ¥ 
AS STANDARD 
BY THE 
~ Sy 
BD | ABORATORIES 
Did You Know These Things 
About Oil Heati 2 
ou t eating. 
h l il b 7 ) 
There are only four oil burners out of 1700 on the 
. . . 
market that you can possibly be considering. These 
e . 
four all sell for about the same price. If there is any 
doubti ind which toch h bel 
oubt in your mind which to choose, read the facts below. 

The more capital a manufacturer has, the better able he is to There are four natural laws of oil combustion, each as hard and 
| build in volume and to give you the benefit of his savings in better fast as the law of gravitation. No oil burner can ever be mat 
} giality or lower price to work right if its principle is wrong 

IL-O-MATIC is made by a million-dollar oil burner OIL-O-MATIC was the first automatic oil burner built 

institution—by many times the largest in the world. to operate according to these fundamental principles. 

* a 
lighly successful products are made by successful concerns 
. : Continuous pilot lights, drip bucket shut-offs, pots inside the 

The OIL-O-MATIC factory, the largest in the industry, firebox, and crank handles on automobiles are all in the sam« 
_ is a monument to the uninterrupted success of OIL-O- cla 
_ MATIC for nearly 7 years. 

OIL-O-MATIC eliminated the needless waste of the pilot 
4 * light 6 years ago. No part is inside the firebox to burn out. 
B The fac ; ; ss rie mee It is the only oil burner with the Williams Thermal Safety 
; rhe fact that OIL : +M ATIC seetlag — successfully in mx ig Control that makes the whole burner a single unit. Noth- 
» homes than any other oil burner is merely an indication of it 


ing can work unless everything is working right 
+ 


better than its installation ivs | J 


“No oil burner is any 


Smith of the Underwriters’ Laboratori« 


OIL-O-MATIC maintains the Williams Institute of Heat 
Research, the largest oil burning school.” Over 1500 
dealers, service and installation men have graduated from 
this national institution. 


oh 


Once people learn what oil heat means, they never go back t 


coal even if they have to replace their burner with a better one 


As many OIL-O-MATICS are being bought to replace 
other burners as the total sales of many oil burner com- 
panies. 


Williams Oil-O-Matic Heating Corp. 
Bloomington, Il 


| 

| 

| 

| Please send us a copy of ‘‘New Facts About Oil Heat- 
| ing’’ and full details of your method of starting dealers 
| in a profitable business. 
| 

| Name. 

I 

| Address 

| 

| 


State 
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Feast your eyes on the patented top of tha 
chance of your not receiving identically 
a Liquid that left our factory. | If the Seal 

it’s not Blue Seal. Shoot it back to yo 
S E A # E D He’ll exchange it. We want you to dot 
because we are spending a lot of “Jack” 
every can be accurately tested for uni 
strength before it leaves the laboratory 





























It 
Daw Wins Po 






That’s why we’ve gone to the expense of 
funnel to the can instead of the ordinary! 








BREAK THE ~ 
SEAL AN ’S 
re or a s chance of your spilling any now, no 


POUR the opening in the Boiler. 
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\Well Boys-youve asked 
q for it-and here itis! 


— 


— 


















EP a brand new one an improvement one 
4 that will do your job quicker more _ per- 
manently and with less muss and wastage. She’s 
been tested for six months on every conceivable kind 
of a Cracked Boiler and came thru with flying colors. 
But why in Sam Hill try to tell you fellows what 
she’ll do. You'll find that out when you use it on 
your next job. 


And no strings to that either. Shoot her into the Boiler. 
If she fails to Seal up the Leaks to your satisfaction, notify 
your jobber. He'll credit your account or replace the 
cans used. That’s a darned good reason for trying out 
Blue Seal on your next job, isn’t it? 

If uo rot j 


I¢ jj 
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—a 


Blue Seal Will Never Be Advertised to the General Public. 
It’s Meant For the Practical Man Only — Yourself 
Mr. Plumber and Steamfitter. 


BLUE SEAL CHEMICAL CO., Roselle, New Jersey 


1LSO MANUFACTURERS OF BLUE SEAL XX DRAIN PIPE SOLVENT 
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Legal Questionnaire 


Answered by “The Judge’’* 


Liability of Contractor Where Water Gets Into Gasoline 
Tank at Filling station After Installation 

Editor, “‘Domestic Engineering’: An oil company’s 
agent gave “A’’ an order to install a gasoline tank and 
pump “A” installs them using a slip-joint connection 
for suction pipe by inserting a 1%-inch pipe through a 
2-inch pipe screwed into the top of the tank and filling 
in the space between with lamp-wicking and cement. The 
tunk was covered with a shed and was 2 ft. below the 
urface The outfit remained installed for nine months 
without giving a particle of trouble 

The oil company’s agent later gave ‘“‘B’’ an order to 


remove the outfit and re-install it in another filling station. 


“B" did this, making the connections in the same manner 


is described above, except that the tank was put in the 
open, with no shed protection 

Three weeks after this second installation, a heavy 
rainfall resulted in filling the tank with water and caused 


a loss of 150 gallons of gasoline The water entered 


the tank through the slip-joint connection 

‘A”’ claims that the equipment gave no trouble after he 
had installed it ‘B’’ claims that he re-installed the 
equipment just as he removed it The oil company’s agent 
claims that somebody is responsible for the loss of the 
gasoline 

Vinginia H. D. F. 


end that these answers may 


cannot assume any respon- 


nature of the service which is 


interview 














ENGINEERING 


Not merely one regulator to cover 
all conditions but a line of regula- 
tors to meet every requirement. 


Manufacturers of the better 
boilers have standardized on 


September 19, 19 


Answer: There would seem to be no question but th 
“A”’, who made the first installation, is free from all liabi 
ity in the matter, as his work was satisfactory unt 
removed to a new location and installed under different 
conditions. It is not probable that the facts would show 
that “A’’ could be liable for the equipment he put in 
originally, where it was removed and used again under 
different circumstances. 

If “A’’, knowing the use to which the equipment wa 
to be put, guaranteed the construction of the slip-joint 
connection as suitable for the use to which it was to b 
put, and the connection was such that it could be removed 


as a unit and installed elsewhere, then “A” might be 
liable for the loss of gasoline, provided his guarantee 
did not include the necessity of a shed as protection to 


the connection. If the connection had to be taken apart 
for reinstallation in the second location, ‘‘A’’ would in no 
event be liable for faulty reassembly of the connection 
As I have said, it is probable that “A” did not give any 
guarantee and the chances are that the facts would show 
that he did nothing more than furnish a slip-joint connec 
tion which proved to be a successful installation. It would 
be an extreme set of facts which would make ‘‘A”’ liable for 
the loss occasioned after the reinstallation. 

Whether “B”’ is liable for the loss of the gasoline de- 
pends upon the facts which you have not given and which 
perhaps you do not know. If an owner asks for work 
to be done in a certain way and the contractor performs 
the work in the manner directed by the owner, then the 
is not liable. On the other hand, if the oil 
agent told ‘“‘B”’ that he wanted the pump 
installed at a new location, and if, as a reasonably careful 
workman “B” should have known, from the new location 
of the equipment, that water would flow into the gasoline 


contractor 
company’s 
















=| METAPHRAM 
DAMPER REGULATORS 
Metal Diaphrams—Last the life of the boiler 


For Low Pressure Steam—Vac- 
uum — Vapor or Hot Water. 
Smallest to the largest Boilers. 


Write for catalog—if your jobber 
cannot supply 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 
The A Jacks People (A Jacks for High Pressure) 
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Everlasting Faucets 


The Classic Sink Fixture, like all other 
Chicago Faucets, has the advantage 
of our Standardized Renewable Unit 
construction. There are two main 
types: the Quaturn, a quick-compres- 
sion faucet; and the Sel-Klo, a self- 
closing faucet. Either type is quickly 
and easily convertible to the other 
without disturbing the faucet body 
Only the unit is changed. 


Chicago Faucets will last as long as 
the building in which they are in 
stalled, for all wear is confined to the 
working unit, easily replaceable in 
whole or in part. 


The washer seat is replaceable as 
easily and almost as cheaply as the 
washer itself. No repair job on a 
Chicago Faucet should ever require 
more than two or three minutes. No 
seat-grinding is ever necessary and the 
fixture itself will never need replace- 
ment 





All wearing parts are confined 
to this standardized renewable 
unit. Seat replaceable as}well 
as washer. Quick and easy 
repairs. This one unit fits all 
types of faucets. It takes a 
ninute to change a unit, 


DOMESTIC ENGINEERING 0: 





You don’t nee 
to sell Classics 


If you can sell your women customers shorter hour 
the kitchen 


If you can sell them a quicker, easier, more pleasant metho 


of doing the most cordially hated task of all--washin 
dishes 


If you can sell them handier ways of doing scores of other 
things that now make the kitchen sink a center of than 
drudgery 

If you can show them that the old-fashioned kitchen faucet 
has really grown up to be a first rate household convenienc: 
that costs less than the first payment on most devic 


If you can sell a few highly welcome ideas of that sort 
dont need to sell Classic Sink Fixtures. Théy ll jt 
naturally move out of your store faster than we can mo' 
them in, and leave a nice profit for you in passing 

We know that from the experience of thousands of other 


plumbers, which we shall be glad to pass along to you. II 
interested, write. 


The Chicago Faucet Company 
2700-22 N. Crawford Ave. 


CHICAGO 
FAUCETS 


Chicago, III 
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American Over-Rim Fillers and 
Concealed Built-In Tub Fixtures 
are making a Big Hit 


The well known Gmerican quality 
has been maintained in this line 
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Full Waterway 


Let Us Show You A Sample 
We Sell Jobbers ‘Ask ’em To Buy’”’ 


AMERICAN BANSSARE MFG. CO. 


ABINGDON ‘ ‘ ILLINOIS 


Representatives 


re t Bea - & Co Lippincott Beall & Co. ne Sim ott Beall & Co. 
1 3b Wa chi ingt« n Bldg. She sido ion a . — 
Los Angeles °C alif. San Francisc ‘ali 


Thos. F. Ashe 
> 


Substantially Made 
Neat In Appearance 


Ce ne 
‘a a ee ee 


Mention Domestic ENGINEERING when writing advertisers 
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tank under conditions which might be anticipated, and 


the circumstances were such the agent could be said to 


have relied on ‘B's’ judgment as a workman, then ‘B”’ 
might be found to have been negligent in the installation 
of the pump and equipment and might therefore be held 
liable for the resulting damage. 


: , | 
A contractor, who holds himself out as qualified to | 
do a certain kind of work, and who undertakes to make | 


an installation which he knows is to be used for a certain 
purpose, would, as a general rule under such circum- 
stances, be liable for damage resulting from his installa- 
tion if damage results because of faulty manner or method 
of construction. 


In the case you cite, for instance, if “B’’ held himself 
out as a competent contractor to do the work, and the 
method of installation was left entirely to him, and if 
the situation could be construed to have been that ‘'B” 
in effect said: “Certainly, I can do that work for you so 
that it will be all right,’’ then probably ‘B’’ would be 
held liable for the damage which did result. 

On the other hand, if the oil company’s agent went to 
“B” and told him that he wanted the pump installed in 
a certain place, the pump was already in existence as far 
as the slip-joint connection was concerned, and ‘‘B" was 
to do nothing more than merely place the pump as directed 
by the agent, and nothing was said or done which would 
lead a reasonable man to believe that the agent was 
relying upon the skill and knowledge of ‘“‘B” as an 
expert, then “B'’ might not be held to be responsible for 
what happened. 

Even in the latter case, if it should be found that ‘B”’ 
as an experienced contractor should have anticipated in 
the ordinary course of events that water might get by 
the slip-joint connection, and that he negligently failed 
to call this to the attention of the oil company’s agent, 
it might be, depending upon the facts, what was said and 
the inferences which a reasonable man might draw from 
the situation, that ‘“B’’ would be held to have been negli- 
gent and, therefore, liable. 

In a case which I have in mind, a master plumber 
installed a heating plant in a dwelling under a contract. 
The relief valve was located in the system near a cellar 
window. During a cold snap there was an explosion 
caused by the failure of the relief valve to work properly, 
and the contractor was held liable in substantial damages. 
In that case the contractor had entire control of the 
installation and the location of the relief valve. If the 
case had involved the plans of an architect and the 
relief valve had been shown on the plans in the location 
where it was installed, and the contractor had simply 
followed the plans of the architect, it is probable that 
the contractor would not have been held liable. Even 
in this latter case, if the error in the location of the 
relief valve was so glaring that a competent contractor 
should have called it to the attention of the architect or 
owner, it might be found that the contractor would be 
liable, but it would be a close case to decide. 

Generally speaking, if a contractor installs equipment 
according to plans or directions, and agrees to do nothing 
more than that, he does not guarantee the sufficiency 
or correctness of the work. On the other hand, if the 
element of reliance on the knowledge and skill of the 
contractor enters into the situation, the contractor may 
be held liable for faulty or negligent installation, depend- 
ing upon what can be shown to have been the facts 
and the inferences to be drawn from them. 


Although I can not give it as a definite opinion, because | 


I do not know all the facts, I should say that “‘B” should 
have anticipated the possibility that water would get 
into the tank and should have insisted that the shed 
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Badger Waste and 0'Flow 
Last Word in Bath Wastes 


Patent Applied for 


No Panel Required 
Will Not Catch Lint or Sediment 
Cannot Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty a TUB in Less 
THAN THREE MINUTES 


©) 


Milwaukee Flush Valve Co. 


MILWAUKEE, WIS. 
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should be placed over the pump or connection. On 


MYERS SELF-OILING POWER PUMPS | ian hand, such a thing as grading around the ¢t 


For Pumping Hot or Cold Water, after “B" had finished his work, might well reliev: 
Oil and Other Liquids from liability. I have tried to tell you the general 
ciples of law which govern this kind of a case, but 
Capacities 
500 to 
9000 
Galions 


facts will have to decide your particular case 


Questions and Answers 


TO PROTECT PIPE COVERING FROM RATS 

Editor, “Domestic Engineering”: Kindly advis« 

what can be done to prevent rats from eating air 
insulation off hot water pipes. The pipes in this case run 


For Home, Farm, 7 4 \7 { A it under a building which has no cellar 
Mill, Mine or | THE F.E MYERS it, 0 ae New York F. J. M 
Factory. a BRO.CO ee oe , 
Catalogonrequest. * —_ Ashiand, 











Both rats and mice are attracted to sectional pips 





2 | covering of various kinds by the glue and paste used 

in the manufacture of it We know of nothing to prevent 

Another Triumph of | | this if this character of covering is used except to enclose 

‘*Minneapolis’’ Engineers | | it or cover it with tin. Strips of tin may be rolled to 

| | the size required and locked on the covering with the 

The New Model 77 Thermostat, With 7 | | common lock joint as used in joining smoke pipe. This 
Jewel 8 Day Clock. | | should be painted to prevent rusting. 


. . If you troweled on a plastic covering of asbestos cement 
Far better —Lower priced! Write for_de- 


| or a mixture of asbestos cement and magnesia, we think 
scription and prices. 


the rats would not disturb it. This covering could be 
protected by a tin exterior or by strips of fine mesh 
4 INNEAPOLIS wire wound spirally around it. 

40% Hear Recutator Co. | 
¢ & te Mee Established 1885 4d HOW TO DETERMINE THE FLOW OF STEAM 


tr =, “= _ = . Ps | . 
2801|Fourth*Ave., So. 2 Minneapolis, Minn. Editor, “Domestic Engineering’’:—-We have two pros 





pective jobs, on one of which the owner wishes to use 











k 


the boiler to generate steam with which to spray a small 





greenhouse bed, thereby killing surface weeds and aerat 





latter boiler will carry about 70 ft. of direct radiation 
and a 40-gal. storage tank The former will have no 


seven years of 
manufacturing : With a 10 to 14 lb. pressure generated by a 1.58 sq. ft 
experience ; round grate, and discharged through a %-in. pipe, how 


’ long before the steam pressure will be lost? Air into 
+ 4 ‘ which steam is released will be not less than 60 degrees, 

The Ohio Brass Co. WE te 
; Rare the boiler will have an automatic water feeder and a 
Mansfield, Ohio good grade of anthracite will be used. Would a larger 


grate be more satisfactory? The owners will not con 


sider the expense of high pressure boilers. 
Connecticut. ; 
There are many conditions which would affect the flow 
ATS eA 


of steam, and to answer these questions in detail would 


other load, 


B d b thi | ing, warming and moistening the bed. On the other, the 
acke y 1 ty- = | owner wishes to use steam to sterilize six milk cans. This 
a. 














require a great deal of explanation. 
The flow of steam of a greater pressure into the atmos 





phere of a less pressure (atmospheric pressure 14.7 Ib.) 

increases as the difference in pressure is increased until 

the external pressure becomes only 58 per cent of the 

absolute pressure in the boiler, (pressure 10 Ib. gauge 

° ; — plus 14.7 lb. equals 24.7 lb. absolute, or say 25 Ib.) and 

Bull - Dog celluloid the rate of flow is neither increased or diminished by the 
covered seats have ; | fall of the external pressure below 58 per cent 

allthe good qualities If we sense the conditions of service correctly, corres 

f Bull-Dog varnish pondent does not require a %-in. pipe or nozzle, A ‘4 -in 

finished seats or %-in. will deliver the steam in sufficient quantity for 

sterilizing the milk cans or for spraying the beds in green 


house 








ae A ' : At 25 Ib. absolute pressure, the nozzle velocity of the 
HE P= , steam would be about 1,400 ft. per second discharging 


about 22.8 pounds of steam per minute per sq. in. of 
! 
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Meres \ 
PROFIT foryou \ g; 
asa REXdealer 


“Ask Your Jobber” 


Others are making substantial 
profits selling Storage Heaters 
— you can, too! 











The Rex Automatic Storage Gas Water 
Heater is areal system to recommend and 
sell. It looks big and delivers worth while 
service. It is simple to install, taking 


much less time than the usual REX Construction 
tank and heater combination — = he meglio yer oe is veoh < — yelded. Inaulation i 
warinyg stee i] mnie riv ed an weldec Nsulation is 

4 ‘ > 4 heavy hair felt. Outer jacket is o u vanize 
yet it represents more ge nuine iron, "anis fe d in be autitul %« oft pot y PA svn § orn Re ; 


Heating unit is a specially designed high t Bunsen 
‘value to your customer. Burne yt ge le copper c« vil of No ere Jer 8 gauge 
seamless tubing, = ed in a grey porce laine name! finish 
cast iron jacket. The Rex is equipped with an Automatic 
Temperature te ion or, Automatic — ty Pilot Control, 
a Down Draft Diverter and aWater Pressure Relie of Valve. 


Every point a Sales Point! 








Look u -~ Rex now. Distributed 

dome reliable jobbers everywhere 

—your regular jobber can get it for TERRITORIAL DISTRIBUTORS 

you, Or send for details. There is some excellent Rex territory available 
to men who have the desire to make a large 
income and the sales ability to handle the Rex 
line. A real merchandising campaign will build 
up territories rapidly under the new Rex Sales 
Plan. Write us what line you handle or have 
handled and why you would qualify as a Rex 
Distributor. 
































AUTOMATIC 
STORAGE 





THE CLEVELAND HEATER CO. 


) OF. > ae > | 


JUTAOLIT AH Tank Heater Builders AOD CTR 
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KENNEDY 











Malleable Iron and Brass 
Pipe Fittings 


S' “ND to your nearest supply dealer for a few Kennedy Fittings. 
Then make any tests on them you wish. Note their sturdy 
appearance, obtained without the use of unnecessary metal. Look 
at their clean, sharp, even threads. Screw them on a piece of 
pipe watch how easily they go on and how smoothly and easily 
they pull up tight. Note their pleasing proportions and clean 
surfaces without pits, holes or irregularities. 


These are some of the reasons why so many plumbers and 
steam fitters all over the country now use none but Kennedy 
Malleable Iron and Brass Fittings. It will pay you too, to 
standardize on them 





THE KENNEDY VALVE 


Mpc. Co. E.mira, NY. 


MEMBERS 
tm 


Branch Offices 
and Warehouses 
NEW YORK: 128-132 White St. 
SAN FRANCISCO: 
448-450 Tenth St. 
BOSTON: 47 India St. 
CHICAGO: 228 N. Jefferson St. 





El Paso 





ake City 


Some Kennedy 
Valve Types 


a 


Fig. 27 
Standard Bronze Gate Valves 
Built with screwed or flanged 
ends in sizes from ‘4-inch to 
6-inch This type of valve built 
for medium and high pressures 


} 


rig. 5 
Radiator Valves 
Built in straightway, angle, and 
offset corner types, with or with- 
out union, right or left hand, and 
with wheel or lock shield and key * 
on operating stem. 


Kennedy- ore.s *Back- water 
and Sewer-gas Valve 
For sealing the waste pipe in 
residences, public buildings, fac- 
tories, etc. Fully bronze-mounted 
and has counterbalanced disc 


° 


150 
Sunnie ‘Globe and 
Angle Valves 

Built anetie in all parts and 
with an unusually large passage 
way for steam or fluids Always 
seats tightly and can be repacked 
under pressure 


SALES OFFICES 
Salt 


Seattle 


phia 


Kagens City, Mo 
os Angeles 
Penaet 
Miami 


Cleveland 
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An approximate rule for determining the 
The flow 
times 


pipe or nozzle. 
steam flow is as follows: 
equals the absolute 
in. divided by 70. 

A round vertical tubular boiler having 1.58 sq of 
grate will equal 4 to 6 horsepower according to character 
and build of boiler. This should be of sufficient size for 
your requirements. After using the steam available when 
boiler is under pressure, a further pressure can quickly 
generated with the discharge pipe closed off by valving 


in pounds per second 


pressure the area of pipe in 


sq. 


be 


Let’s Look at the Piping System 


(Continued from Page 35) 


the 
between 
the 


con- 
the 
water 
In 


of any character should be used in 


If a free circulation 
of an 
with 


no valves 
maintained 
pipe, 

firing 


nection is 
boilers by 


will uniform 


equalizing 
uneven 


two means 


level he very size 


(th Main 


4J/feom 


"toder 
w/ 





F/anges ~ 


4 





Meodts 












































2 
© 








°.- ~ 


Fig. 4.—An excellent method of hooking up a_ boiler, 


| 
| 


shows one good method of properly constructing an equalizer | 


half of the diameter 
less than 25 per cent 


the equalizer should be about one- 
of the steam main or header or not 
of its area. 
PLUMBER TO BE LORD MAYOR OF LONDON 

London, England, which has recognized almost every 
calling in its selection of a lord mayor, will at the end 
of this month confer distinction upon the plumbers’ trade 
by electing a master plumber to be lord mayor. Sir Wil- 
liam Pryke, who will then become lord mayor, is head 
of a firm of iron and hardware merchants, and also mas- 


ter-elect of the plumbers’ company. 


SOUTHERN ILLINOIS MASTERS ENTERTAIN 
JOURNEYMEN 
The master plumbers of southern Illinois recently enter- 
tained the journeymen at Henry Park, near Murphysboro. 
and a banquet served in cafeteria style were features 
chief 


Music 
of the occasion. 
among which was a ball game between members in attend- 
ww. umpire. 


Various amusements were arranged, 


ance Owens was 
TO HOLD OUTING AT SARATOGA 
Master Plumbers’ Association of San 
Calif., will hold its annual picnic at 
Springs, Saratoga, Calif., on 26th. 
dancing, games and refreshments will be provided. 


Francisco, 
Congress 
Music, 


The 
outdoor 
September 
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'TwoRemarkable 


New Features 
oS the 


POWERS’ 


Since the reason for installing a shower mixer is that the 
bather may have his bath at the temperature he wants 


any shower mixer which does not keep the water at 


that temperature under ALL conditions 1s a fai/ur 


Because of the two remarkable and exclusive features 
shown below, the POWERS shower mixer does keep the 
water at the desired temperature. 


1. EQUALIZING VALVE: Counteracts all variations 
in pressure caused by opening of near-by showers, fau 
cets, flush valves, etc. This prevents any change in the 
prc portions of hot and cold water in the mixing chamber, 
insuring even temperature of water at shower head 


SB. SAFETY SCREW: Limits delivery temperature of 
water, to predetermined point of safety, thus protecting 
bather from scalding caused by a “dead end” in the 
HOT water Jine. 

Send for Booklet 
Our booklet tells all about this really remarkable 


mixer. Every plumber will find it to his advantage to 
read it. Sent free on request. 


shower 


THE POWERS REGULATOR CoO. 


34 years of specialization in temperature control 
2716 Greenview Avenue, Chicago 
BOSTON 


See Your Telephone Directory. 
(3206) 


NTC ARENA PIN 


NEW YORK TORONTO 


And 31 Other Offices. 





DOMESTIC ENGINEERING September 19, 19 








ADSCO EXPANSION DEVICES 


Caring for expansion and contraction in all manners of steam and hot water piping has had the careful 
tudy of the American District Steam Company since 1877. In addition to the expansion devices 
shown, there are ADSCO Joints especially designed for each class of service. Use ADSCO Joints for 


itistaction 





For High Pressure Service 
Duplex-Sleeve Guided Type 


Tie Rod Type 


This semi-guided high pressure joint serves well 
where no unusual demands occur 


For Low Pressure 


Model D 
ADSCO Model D ts our special 
ind standard pressure joint 
shows single joint and 
ible point type. Thousands 
used by District Heating Model K 
supplied either with or with- 
and service outlets The ADSCO Model K is 
the popular joint for 
standard pressures where 
no anchor nor service 
outlet is required 


Adsco Variators he pte Variators or Packless Expansion Joints will outlive the line 


ind rend ninterrupted service. Install them and forget them 


No anohor nor service outlets 


Model O Double for So Ibs 
Anchor and service outlets 


Send for Bulletin No. 182-D 


AMERICAN J)ISTRICT STEAM COMPANY 








And WORKS 


NorTH TONAWANDA, N.Y. 
OFFICES NEW YORK CHICAGO SEATTLE 
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P RLELALIL 


The National Association of Brass Manufac- SUPPLY BUSINESS IN ROANOKE SOLD 


turers Meets in Cleveland, Ohio 


At the meeting of the National Association of Brass 


The Pierce, Butler & Pierce Manufacturing Corporation 
New York City, has purchased the upply 


Engleby @ Brother Co Roanoke 
Manufacturers, held at the Hotel Hollenden, Cleveland, Che purchasing company will change the nam 
September S, 9 and 10, the arrangement of the new offi their own, and operate it as a branch jobbing 
cial catalog was decided upon There was a good at property is located at 22 Church avenue, $ ee 
tendance, because of the importance of the subjects Va \ manager for tho new branch ba vat Bann 
brought up for discussion Chairman Ottke of the Cat appointed 


alog Committee reported that the new book will be ar 
ranged according to the kind of goods that are installed TO MOVE TO NEW LOCATION 
in the building—first, taking in what is commonly known ; 
‘ SP Western Plumbing Supply Co., now 

as roughing-in goods or unfinished products, used in the 
' 1] mont avenue Chicago, will move ¢ 
maasement, such as groun ev, compression stop) anc 

; ; ; I nah . : building at 3175 Milwaukee avenue 
drains, sill and sediment faucets, brass fittings and fer 
rules. These will be followed by sink and tray faucets, ; om ; 

; WILL MOVE SOON TO SAN FRANCISCO 

then lavatory fixtures and nickel-plated goods of a variety 


Hloward C. Foster rr nt ¢ “foster TM & Co 
of kinds, the purpose being to have the various goods oward Fo » president of Foster, Anderson & 


: : site : . , , Ine., of Le Anwele C3 anno ‘ that eadquarte 
come along in their different forms from installation in , - P sala lit sisecabitiae hat headquarter 


the basement to the completion of the finest bathroom of the company will be moved to San Francisco by Octo 
Kf. F. Niedecken, Milwaukee, Wis., H. N. Gillette, Cleve 


land, O., and H. E. Speakman, Wilmington, Del., were 


ber 1. A suite of offices and showroom will be equipped 
Foster, Anderson & Co Ine are sal agents for fuel 
oil burners, West Coast boiler and O-KF specialties K 


appointed as a special committee to supervise the cuts , 
MM I I W Bentley and Glen (C. Davi have been added to the 


that will appear in the new catalog a 
Dt staff of the company as oil burner experts, and L. MacLeod 
The convention approved am illustrated booklet show has been appointed salesman for Oakland and the Kast Ba 
ing the right and wrong way of handling and installing District 
plumbing brass goods which will be distributed to the 
master plumbers, purely as an educational matter and for aes : 
NOW IN NEW LOCATIONS 


The New York City office of the J. Bo. Wise, [ne Water 


them in turn to use to educate the house-owner In addi 


tion, this booklet will be supplied by the members of 
town, N, Y was moved on September 15 to Room 612 


Liggett Building, 41 Kast 42nd street, New York City 


the National Association of Brass Manufacturers to their 


jobbing friends and customers, whose co-operation they 


P . P P P > P "a , ’ rive t i i P ( ‘ 4 
will seek in disseminating this information The new location will give the branch larger and better 


, accommodations than their old office at 48 East 41st 
A vote of sympathy was extended to President Albers a 
street The offiee is in charge of John EF. Rowe, assisted 


who was called from the convention Thursday morning, eh 
by Cecil R. Welte 


owing to the death of his mother. Letters of condolence 


Brass Mfg. Haynes Selling Co., Inc., has moved into new and | 


were directed sent to Ben Klein, of the United arget 
‘ : ; artores » , + } tree 4 lade 
‘o., Cleveland, for the loss of his daughter, who was ‘"arters at 201% Sansom street, Philadelphia 


twenty-two years old, and to Commissioner W. M. Web- 

ster, who was prevented from attending this meeting TO OPEN BRANCH EN SAN JOSE, CALI 

owing to a death in his family. The Morris Stulsaft Co., of 647 Mission street 
The Standardization Committee is looking into the Ciseo, Calif., will soon open a branch office in’ San 


wisdom of adopting a 31'6-inech china handle for bath Calif The new office will be under the managem 


. : : . ‘ a 40 ; "hy 1 a ‘ brane oft 
tub fitting purposes A communication from Secretary r. Hansen, formerly with the 1 Angel braneh 


S. J. Frame, of the Brass Goods Manufacturers’ Council 5Stulsaft Co 

of Canada, indicating that the American standards are 

being adopted, as well as the nomenclature adopted by ALLEN PL SMETH CO, ORGANIZED 

the National Association of Brass Manufacturers some The Allen P. Smith Co with offies in the Knicker 

time ago, was read bocker Building, Guilford avenue and Lexington street 
An associate membership in the Arbitration Founda Baltimore, Md., has just been organized to act a 

tion, Inc., of New York, was ordered Commissioner facturers’ representative The new concern will) have 

Webster presented an interesting paper and detailed infor as president Allen BP. Smith; vice-president, A. S. Wood 

mation pertaining to weights, construction and cost: on ward; secretary, Talbott D. Smith, and a eneral man 

one of the more popular types of lavatory faucets ager, Howard F. Edmonston Allen P. Smith, Talbott D 
After a busy three-day convention, the Association Smith and Edmonston have been well known throughout 

decided to hold its annual meeting in New York City on the trade for years, due to their connection with the 

December 9th and 10th, 1925 McShane Bell Foundry Co. and the Baltimore Valve Co 
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Their plans include calling on jobbers in the territory 


between Philadelphia and Norfolk, Va. 






CHARLES NIEDRINGHAUS CALLED BY DEATH 

Charles Niedringhaus, of the of the Na- 
tional Enameling and Stamping Company, of Granite City, 
Ill., died September 8, of heart disease, in his eighty-fourth 
year, at the home of his daughter, Mrs. Charles Gillespie. 
He was born in Blasheim, Germany, and emigrated with 
his six brothers to the United States in 1849, settling soon 
the of the seven 
veteran of the civil 





one founders 








afterwards at St. Louis. He is last 





brothers Mr. Niedringhaus was a 






war, having served under Gen. Lyons in his Missouri 
campaigns He severed his connection with the National 
Enameling and Stamping Company about a year ago 





when his health began to fail. 






WESTERN TRADE GOLFERS ENJOY PARK RIDGE 

Beautiful Park Ridge course, the home club of Harold 
A. Cross, A. C. and W. Wickersham, provided a 
delightful setting for the September meet of the Western 
Golf Thursday, September 10, 
Members found the course in wonderful condi- 
tion The greens of creeping bent like velvet and 
the whole layout called for skill in every department of 
the game in order to make a respectable score. For a 
great many of the players it proved a difficult course, for, 
flat, it traps is full of hazards 






Brown 






Trade Association was 


the day 






were 







and 





though abounds in 
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meet.— 
Hajek.— 
cup; 


At Western Trade Golf Association's September 
row: R. M. Hubler, A. C. Brown and Wm. J. 
Thomas M. Stinson, winner of association 
H. W. Evans and Harold A, Cross 





Top 
Lower row? 








that anything but a straight ball easily finds. But to all 
was a satisfied bunch of 





it furnished sporty golf and it 
members who enthusiastically responded to the call for a 
rising vote of thanks to the three through whose courtesy 
the club’s privileges were secured. 

T. M. Stinson won special honors in that his net of 65 
not only gained him the distinction of having his name 
engraved on the association cup and earned him the first 
prize of the day, a matched set of steel-shafted driver and 










brassie, but, also, made him one of three 30-handicap 
players who ever finished ahead of the field. His game 
represented a tremendous improvement over his early 





season efforts and, considering the difficult course, was 
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Hackett took first honors 
in the morning qualifying round, for which he won a 
kodak. Runner up in the afternoon was J. H. O’Brien. 
whose prize was a pair of gold cuff links. The 
cup again became the property of E. A. Small, Jr. Guest 
prize went to R. V. Sawhill. 

A special feature of the meet was the blind bogey prize, 


especially noteworthy. F. B. 


duffer's 


presented by ‘‘Domestic Engineering.’’ This prize was a 
leather town and country jacket and W. C. Zingheim, of 
C. A. Dunham winner. Kach member 
allowed to choose his own handicap before starting his 
round, with some net 
the jacket. The blind bogey 
Zingheim’s card earned him the prize. 

E. W. Sanborn presided at the dinner and announced 
that, as is the custom, Calumet Country Club will be the 
scene of the last meet of the season, some time in October. 

Here’s what the players’ cards said: 


Co., was the was 


afternoon between 75 


100 to 


score and 
win was 77, and 


Player Gro. Hep. Net Player Gro. Hep. Net 
Harold A, Cross.108 28 80 Wm. J. Hajek 93 15 78 
H. W. Evans 95 15 80 R. M. Hubler..112 30 82 
J. W. Cannon C. &. Price... .11¢ 30 86 

ales ces 98 29 69 Thos. F. Kelly.105 29 76 
J. L. Dole... 86 12 74 E. A. Small, Jr.141 30° 111 
W. Wickersham 91 17 74 Cc. A Jaldwin. 96 16 ’ 
A. H. Jolliffe. ..104 21 83 P. A. Crow 113 30 83 
E. W. Sanborn.1603 22 81 W. A. Taylor... 97 30 67 
A. A. Ahlff....100 24 76 L. J. Piteher 89 17 72 
W. H. Powell. .115 30 85 W. T. Walters.108 30 78 
F. B. Hackett. .100 28 72 KE. A. Lister. ..120 30 90 
A. C. Brown...1062 30 72 M. FE. Robinson 99 24 7 
F. T. Kegley 96 22 74 F. G. Bichl 101 25 76 
(. M. Brigham.104 28 75 O. H. Theleen. 88 17 71 
E. V. Lippe....119 30 89 A. S. Lindeblad.113 29 84 
Macy S. Good..113 26 87 K. P. Gordon. .112 30 82 
C, E. Beery 106 24 82 Arthur Walsh..113 30 83 
Wm. Foskett..108 A. S. Bain 162 25 ne 
J. O'Prien cas OO 30 66 W. C. Zingheim 90 13 77 
T. M. Stinson... 95 30 65 R. V. Sawhill.. 97 30 67 








IN FINANCIAL TROUBLE 
Petitions in bankruptcy been filed by 
the Dorchester Plumbing Supply Co., 
Mass., operated as a partnership by Abraham K. Feinstein 
and Israel Feinstein. 








have creditors 


against Boston, 


CELEBRATES OPENING OF NEW BRANCH 

The Geo. H. Tay Co., of 165 Eighth street, San Fran- 
cisco, Calif., celebrated the opening of its new branch at 
1891 Twenty-second street, corner of R, Sacramento, 
Calif., on September 1st. The new office, housed in a 
new building including more than 40,000 sq. ft. of ware- 
house floor space, will be the distributing point for the 
Geo. H. Tay Co. in the Sacramento valley region, north- 
ern California, southern Oregon and Nevada. Geo. B. 
Stack, connected with the plumbing and heating business 
of Sacramento for over thirty years, will be at the head 
of the new office. 

P. E. OHAIR & CO."S ANNUAL OUTING 

The P. E. O’Hair & Co., of 945 Bryant street, San Fran- 
cisco, Calif., held their annual outdoor picnic on August 
30th at the Kendall Dell picnic grounds Mountain View, 
Calif., the feature of the day being the rivalry in games 
and races between the P. E. O’Hair & Co., of San Fran- 
cisco, and the Oakland Plumbing Supply Co., which is 
the O’Hair Co.’s Oakland branch. 

The one hundred and eighty members of the two firms 


arrived at Kendall Dell via bus at 10 a. m., where the 
first act on the bill was a ball game between the San 
Francisco units. It is said that San Francisco gave the 


Oaklanders a whaling but official data is lacking owing 
to the fact that the score rapidly ran beyond count. 















September 19, 1925 


DOMESTIC 


Le BRR RE RERRERERERREREERERBREBEEERER ERE RAR REP eee 
| iB@aearen BEBSB EEE 





SBEeaBaBHBEseEs 


7 
SSBB RERBRESBEEBREBEEBEBEREBEREARSEBEREERE BB 





Baas: s&s 








Burnham! Hot Water Supply System, Boiler 
and Tank, in 50 tamily apartment house. 


z 
= 


eh eb epeeeaeeas 
SSOP See eee eee 


A Typical Installation 


—Burnham Hot Water Supply Installation 
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XTO special features about the tank — except 
that it is a Burnham. Which means some- 


thing —1if you know Burnham and standards. 


But the Boiler has advantages you can _ see. 
Among them an automatic damper regulator, 
Tubular waterways, double shaker grates, and 
extra weight where extra strength is needed 
not where it clogs up the heating. 


S@euenspaeessess ss 


Quick acting, in making hot water; slow acting, 
on the coal pile. The Burnham Water Tube 
Boiler circular will show you the way to hot 
water supply installations in apartment houses, 
hotels, laundries, etc. 


IRVINGTON, NEW YORK 
Representatives in all Principal Cities 
Canadian Offices; Harbor Comm. Bidg., Toronto, 124 Stanley St., 


2 ; - a 
Sara atatntnes ssn aeasn‘e"a"a'l"a 


Montreal 
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Opens easily= 


The disc of a Jenkins Swing Check 
Valve lifts well out of the passage, and 
offers no more resistance to flows than 
the best gate valve. 


A Jenkins Renewable Disc assures 
perfectly tight contact with the seat, 
thus checking the return flow. The 
disc also takes up the wear of constant 
pounding. 


Jenkins Check Valves are furnished in 
standard and extra heavy patterns, 
Swing, Horizontal and Vertical types. 
Obtainable through supply houses 
everywhere. 


Scctional view, Fig. 
352, screwed, Jenkins 
Standard Bronze 
Swing Check Valve. 


JENKINS BROS. 


80 White Street New York, N. Y- 
524 Atlantic Avenue Boston, Mass. 
133 No. Seventh Street Philadelphia, Pa. 
646 Washington Boulevard. . Chicago, III. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marked with the" Diamond” 
. 


nkins Valves 


SINCE 1864 
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No. 66 Ball Cock 


Over half a million in daily use, with sales 
ever increasing are two facts that prove our 
claims for the dependability of the No. 66 
Ball Cock. 

A quality product, backed by over forty 
years of manufacturing experience, it gives 
exceptionally long and uninterrupted service. 
Its operation is very quiet, closing positively 
against pressures up to 150 pounds without 
the customary whistle or squeal common to 
most ball cocks. 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. 
DETROIT, MICH. 

















The working parts of the Sherwood 
No. 66 Ball cock dis-assembled 





| 
| 
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Harry Weiss won the special race from Charlie Jacob 
Neil O'Hair lost his race with Robt. Allmon when or 
got in the way of the other Donald O'’Hair tried 
to keep all the ladies occupied in dancing and think 
that it's a good thing there was a bus handy to assi 
him home after his strenuous day Wm. Gay and Haze! 
Levey won the dancing prize 
\ll members of the two firms unite in congratulatin; 
the committees on the success of the day. The commit 
tees were: General Arrangements: D. L. O’Hair and Robt 
\llmon. Social: Neil O’Hair, M. D. Horner, #. F. Bowman 
and Wm. Burt Games: H. M. Weiss, T. N. Reynold 
H. Callahan and Geo. Rodman Dancing and Music 
Ray Allen, J. Holian, Miss M. Richter, and Mrs. Bate 
Transportation: Elmer Becker and Jack Hatt. 


ROSS MEG. CO. EMPLOYES ENJOY RIVER TRIP 
Employes of the Ross Mfg. Co., 1225 Lydia avenus 


. 


; Kansas City, Mo., and their families were guests of the 


company recently on an eight hour excursion down th: 
Missouri River on the Steamer ‘John Heckman,” which 


VER 


(he MERAE & ROBERTS CO., 


DETROIT MICHIGAN 











KR 














pm F YOU will com- 
pare a Hammond 
Radiator Valve with 
other valves selling at 

about the same price 
the design, the con- 
struction, the distribu- 
tion of metal, the ma- 
Tested after as Chine work and other 
water against 60- points of consideration, 
we believe you will 
standardize on Ham- 

mond Valves, too. 








You can get them from your jobber 


HAMMOND 
BRASS WORKS 


HAMMOND INDIANA 








Upper and lower pictures: Groups of the employes of the 
Ross Mig. Co. on the river trip recently held.—The picture in 


the middle is the Steamer “John Heckman” on which the 
Made in all styles 
forsteamand hot 
water. 


excursion was held 


was chartered for the occasion Luneh, dancing and 
freshments were on the program, and the cooling rive! 
breezes were a great relief to the city dwellers Th 








plant was closed all the day of the excursion, which wa 





in charge of J. H. Ross, president of the company 
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Personal Mention 


S. E. Dibble, of Pittsburgh, and Homer Addams, of New 
York City, and of 
the American of Engi 
neers, have been appointed members of the advisory com 
mittee for the Fourth National Exposition of Power 
Mechanical Engineers, which to be held at Grand 
Central Palace, New York City, November 30 to December 


president vice-president, respectively, 


Society Heating and Ventilating 


and 
is 
5. Many types of heating and ventilating devices will 
be among the exhibits at the show 

Southard W. Cutting, of the 


Corporation, New York City, is on a southern selling trip 


Kenney-Cutting Products 


H. ©. Bulkeley, president of the American Sanitary 
Mfg. Co., Abingdon, Ill., visited the trade in New York 
City last week. 

Donald O'Hair, president of P. EK. O'Hair & Co., San 
Francisco, Calif., left September $rd for a two months’ 
tour of the East. He was accompanied by his wife, 


mother, and sister. The trip is for pleasure only 
Edwin Neupert, manager of the Walworth-Oregon Co., 
Portland, Ore., recently stopped off at Chicago on his way 


to Boston, Mass. 


Thos, Leary, San Francisco manager for the 
Wm, Jett, 
representative, Jack 
tive, and 
attending the annual 
Decatur, III. 

Eskel Nordell, formerly and of 
the chemical laboratory of the Wayne Tank & Pump Com 
pany, Fort Wayne, Ind., has been placed in charge of the 


Mueller Co., 
Marker, Oakland 
Northwest 
Francisco 
ot 


Los Angeles manager, Harry 


Kagle, Pacific representa 
salesman, 


the 


Logsdon, San are 


at 


Loyd 


sales meeting company 


technical director head 


water softener department of the company, succeeding 
W. J. Hughes. 
KF. C. Neupert, manufacturers’ agent, Central building, 


Seattle, Wash., has been making a business trip through 
the east, stopping at Chicago; Evansville, Ind.; Cleveland, 


Ohio; Reading and Ford City, Pa., before returning to 
Seattle. 
L. F. Ostrander, vice-president and sales manager of 


the O-E Specialty Mfg. Company, Milwaukee, Wis., 
ing trip through the all the 
sales offices of the company. He expects to be away from 


is mak 


a east visiting of eastern 


the main offices in Milwaukee for about a month, 

B. B. Baker, formerly manufacturers’ representative in 
Dallas, Tex., has been appointed sales representative for 
Thomas Maddock’'s Sons Co., of Trenton, N. J. Mr. Baker 
will and adjoining 
states, and will Dallas, 

M. W. Wuesthoff Co., San 
Francisco, 678 Monadnock 


Monadnock Build 


cover Texas, Arkansas, Louisiana 


have his headquarters in Tex. 
Wuesthoff, M. W. 
Calif., from 
Bldg., to a suite of offices at 
ing, San Francisco. 


of the 


has moved room 


wDe 


250 


H. A. Ellithorpe has resigned his position as secretary 
of the Citizens’ Sanitary Engineers’ Association, of Chi 
cago. His resignation will be effective September 30 when 


he intends to go to Florida to enter the real estate field. 


Frank Mulrein, inspector for Southern California 
the Enameled Ware Manufacturers’ Bureau, was cut. by 
flying glass and painfully bruised when his automobile 
in which he was riding, turned turtle at Santa Paula, 
Calif., on August 30. Mr. Mulrein was accompanied by 
his wife who was also painfully, though not seriously, 
injured. Mr. Mulrein is a brother of J. H. Mulrein, San 
Francisco representative for the J. J. Ryan & Co., of 


Chicago. 


| 





for 


L. M. Zimmer has been appointed general sales manager | 

















SCIENTIFIC COMBUSTION 


Water Heaters 


They are easy and profitable to 
sell because owners like the ‘‘fire 
brick ring’’ which keeps the fire 
alive. 
Weil-M:Lain Company 
Jobbing Division 


Chicago, Illinois 
228 





Manufacturing Division 
Michigan City, Indians 


TRAP SCREW FERRULES 


Sixteen years experience in the manufac 
ture of plumbing specialties bas given us 
& thorough knowledge of the requirement 
of the trade 


Our trap secrew ferrules are accurately 
machined, clean cut and nicely finished 
the line is complete In range and design 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 


RICHMOND, VA. N 


"A:DEPENDABLE ‘SOURCE: OF ‘SUPPLY = 


SQUARE | GEE 


lron & Malleablelron FITTINGS 
We are so proud ol Square 


“Gee fittings that we 
stamp on each one a square 
G a instant 
recognition. 




















as means ol 


THE GRABLER MANUFACTURING CO. 
tf CLEVELAND, QO. 


hASCO 


WATER HEATERS 


| are hot stuff. And they are built | 
| of steelin the the same fine manner | 
| as the famous Kewanee Boilers | 














KEWANEE BSILER COMPANY | 


Kewanee, Ill. 
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of the Linde Air Products Company, and of the welding and two stories high. The foundry will be 60 by 198 fee 
gas division of the Prest-O-Lite Company, Inc., succeed- -1905- amen 
ing L. M. Moyer, who resigned Aug. 1. Mr. Zimmer en- At the last annual convention of the Master Steam ar 
tered the employ of the Linde company nine years ago Hot Water Fitters’ Association, President P. Gormly, 0! 
as junior salesman, and has steadily risen in rank. Most Philadelphia, was authorized to appoint a committee 0 
of the time he has represented the company in the cen- three to collect data and prepare a standard schedul 
tral west, coming to New York early in 1924 to act as Of weight, measurements, uniformity of threads, et 
assistant general sales manager . for wrought iron pipe and fittings. 
1905 

At the second General International Sanitary Congres 
to be held in Washington, D. C., October 9, all of th: 
South American republics will be represented and many 





European scientists will be in attendance as well. Each 
South American republic will present a report on the 
sanitary condition of its territory. 
1905 - 
Members of the Association of Master Plumbers o 
St. Louis, Mo., and several hundred of their friends 


sli enjoyed their annual river excursion and picnic at Monte 
Hania SES 








sano Springs, on Tuesday, September 13. After a picnic 
luncheon a string band entertained the party while the 





September 16, 1905. arrangements committee made preparations for the ath 
The fall tournament of the Eastern Trade Golf Asso- — jetice 
ciation was held on the links of the St. Andrews Golf 


program The afternoon was spent in sports of 
various kinds, and at 6 o’clock the homeward journey 
Club, near Chaunccy, Westchester county, New York, on was begun 
Tuesday, September 12 No more beautiful spot could 1905 
have been chosen for the tournament, and officers of the The family outing and clambake given by the Manhat 
arsociation received many words of commendation tan Master Plumbers’ Association at Donnelly’s Grove, Col 
1905 lege Point, L. I., on Saturday was one of the most delight 
Vanufacturing Company, of Phila ful affairs ever given by the New York masters. After 
ge its plant at Morristown, Pa a refreshing sail of two hours, the party arrived at the 
1905 Point, where breakfast was served Then followed a 
Hays Manufacturing Company, of Erie, Pa., is putting baseball game in which the master plumbers were victori 
up a new plant at the corner of Twelfth and Liberty ous over the supply men After the sports of the day 
streets, in that city The plant will occupy an _ entire were over the clambake was served, nearly a thousand 
city block The machine shop will be 50 by 160 feet persons sitting down to the repast 








Kyco 
Ball-Bearing 
Self-Closing 
Basin Cock 














To See Is To Act {Mj GRANITINE 
| Laundry Trays 


That's the way with many men. | are guaranteed 
Accounts for the number of Ryco units 
recommended and used. 


Jobber sees the 10 balls and other special 
features of the Ryco—likes it recommends 
it. Architect sees and specifies it. Plumber 
sees and uses it. Frankly we don’t see how 
they could do otherwise. 


Sanitary and Durable. 
Reinforced and Attractive. 
Inexpensive and 
Well Crated. 

Easy to Handle. 

Is the GRANITINE trade 
mark on the trays you buy? 


Factories in yom od 
Cincinnati and Oma 


Take a look at the sectional view above and 
then ask to see the real article. We are 
confident you too will act when you see. 


iss 6h J. JIC. RYAN & CO. 


Monroe & Jefferson Streets t=: 


ea i i ee i 


a N/m! rf se 8 ate “EY 





CHICAGO 


Jecause of the sustained volume of business during the 
during which only 
greater than is usual at that actually, in some 
that of 
branches of the plumbing and heating industries enter the 
Fall season with their organizations operating at a good 
rate. During the last few days, features of the market 
have practically duplicated what they have been through- 
out August. With the exception of an advance in the prices 
of soil pipe, announced by the foundry that established 


summer months, activity was not 


time, but 


cases, in excess of any season any year, all 


the June 5 base, manufacturers’ prices remain unchanged 
Makers of practically all 
still consisting 


ample-sized lots fre- 


firm 
good 


speaking, 
doing a 


and, generally 


lines are very business, 
mainly of orders for moderate but 
quently placed and specifying quick delivery. 

As a rule, deliveries are not causing any embarrassment 
because of delay. 3ut in some cases, more and more time 
is being make shipments and the next few 
weeks show more possibilities of further delay than they 


required to 
do of catching up. Jobbers’ stocks are ample at present, 
and they are replacing in about the same volume as sales. 
Sales are heavy and, in the last few weeks, as a result of 
drains, manufacturers’ stocks have 
dwindled to a low point It 
jobbers are now anticipating future needs and making pro- 


these steady many 


is for this reason that some 


visions for them in their ordering so as to be prepared to 
meet their customers’ requirements. Such advance buy- 
ing, however, the general rule. 

Every plumbing heating interviewed 
seems to have plenty of work. Building proceeds uninter- 
ruptedly in Chicago, only two large projects being tied 
up because of the bricklayer-plasterer dispute at last re- 
port. New work is still plentiful. August construction 


is not 


and contractor 


Central West 
July 


awarded in the showed 


cent 


contracts 


a 25 per increase over and a 40 per cent 


increase over August of last vear, according to the F. W 


Dodge review of building activity Contemplated new 


work reported for the same district in August fell off 6 per 
cent from the amount reported in July and 31 per cent 
year All 


highest total of con 


from the amount reported in August of last 


over the country, last month had the 
The 
Such 


struction contracts on record high record 


March of 


for themselves 


previous 


was in this year, building figures speak 


Proportionate records are being made 


in the sale of plumbing and heating commoditie 
Soil Pipe 

effective 
by the 


that 
established 
unexpectedly This 
that soil pipe 
Prior to the 
call 
fresh 


The announcement, September 15, price 


are advanced 2 points foundry which 


the June 5 base comes not increase 


practically parallels the increase foundries 


are now paying for ple advance, re 


that 


ron 
good from 
that 
fill-in 


salers continue to move a good tonnage 


ports have it there was a jobbers 


orders, but specifications 


Whole 


for shipment against 


were light and indicated only necessities 


Steel Pipe 


Business continues very good with the mills, orders 


reaching producers steadily and in moderate-sized lots 


Shipments are, in the main, satisfactorily prompt, al 


though specifications occasionally find a temporary 


shortage in certain sizes. Jobbers’ stocks are adequate 


and their sales are holding up very well. Prices are firm 
and unchanged. 

Wrought 

A good, average business is being done in the Chicago 

territory by 

Tonnage placed by jobbers in the last 


Iron Pipe 


representatives of wrought iron pipe pro 


ducers. few days 


has been slightly under that of several weeks ago, but no 





Plumbing and heating have reached a high point 
of activity, and the last few days have seen a con- 
tinuation of the good movement into consumption and 
brisk shipments from factories. Prices of soil pipe 
advanced 2 points, the only change of the week. With 
this increase to a base that is reported to be more in 
line with cost of production, the manufacturers’ mar- 
ket generally presents a firmer appearance than it 
has for months. 

Demand for plumbing and heating commodities, as 
reported from various important jobbing centers is, 
at least, holding its own with the records set during 
late summer and, in Some points, is steadily mounting. 
August building statistics, just compiled, show that 





BUYING SHOWS NO LET-UP 


last month had the highest total of construction con 


tracts on record. Contemplated new work, as well, 
broke all previous records. Such unprecedented build 
ing activity is reflected in the sales of plumbing and 
heating products. The New York trade, particularly, 
Phila 


delphia shows signs of a good fall and early winter 


benefits by a big rush of building operations. 


season. New England and Chicago districts continue 
to ride the crest of a wave that reached large pro 
portions earlier. Pacific coast business is in an im 
proved position, Shortages in some lines have induced 
a few jobbers to anticipate requirements, but buying 
continues mainly confined to quick needs, with or 


ders to keep stocks at working levels 











Jobbers’ stocks are 


said 
and normal 


pping promp are 
Enameled Ware 
ixed car to 
de 


some 


Jobber rder i yn loads, according 
factorie 
W hile 


continue to 


one report, an ' n ome item hort at 
J 

behind 
of 


and 


liveri« are row i 1 t veek 


wholesaler ating, most them 


pecify r immedia hipment confine their 


The 


pur 


amount of enameled ware 
and 
Job 
de 


Price 


is exceptionally large 


last few day 
meeting 


ctorily 


jobbers’ sale 
vel this week 


this territory 


and 
igh le 
at in 
that are 


ales 


their 
in f and 
handled 


at capacity 


air shape 


being atisfac 
and deliver 


and prompt in others. Prices 


Range Boilers 
activity pick 
point 


last 


report a vy good in 


ip down to a low 


thi 


busine 


Factory hipmet! again week, too 


only busine placed for ship 


the 


report having 


ment on ember 15 received former low 


ept 


price The irrent sheet iains unchanged 


Piumbers’ ass Goods 
and 
Maker 


jobbers’ 


br good in good number quan 


tv, both from n and jobber are 


hipping prompt! fi CASE and in 


ventories are current need Orders are 


hipment, with 


Bu 


mainly for some disposition 


hown to few case ine in tubular 


manufacturers 
of this 
of plumbing 
but 


product 
feel it 


Ope n 
the 


up a many 


shou total 


in 


movement com 


modity is iany other items mate 


rial Price competition in some cases 


as 


i rule, are unchanged 


boilers and Radiators 


Bu ind radiators lost none of its 


mentum 


ine in mo 


thi ‘ c \ h pecifications and releases 


against old der ire reaching factories steadily, and 


shipments are forward constantly and in big volume 


The 


manufacturer 


uppls itua n continue generally satisfactory, 


position to ship most items when 


Prices and unchanged 


NEW YORK 


contracted for 


needed 


The 
Greater New 


building circles’ in 
of August, 
of buildings 
This vast 
forecasters be 
the build 


to provide 


big conversation 
the 


millions of 


the f 


in 


record month when 
dollars 


Ve 


more than worth new 


Was in boroughs alone 


Which veteran 
all 
York, is 


business 


amount of commitments 
record 


New 


lieve will is a for time in 


history of Greater bound 


the 


an unprecedented amount of for plumbing 


and heating contractor 


well, figures for the first 
511 
irchitect 
ot 


amounting 


September, also tarted off 


howing contemplated projects, 
New York 
contracts let 


This de 


five days, just issued 


5°44 000 000 
New Jersey 
142 


totalling on boards 


in 


City and north Trenton, and 


totalling and to $18,000,000 


| 
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September 


spite an unfavorable labor situation, with the brickla 


and plasterers still indulging in warfare 
Soil Pipe 
advanced 


One prices 2 during 
week 
led 
ports variously 


Jobbers 


large foundry points 
Previous to the advance, the varying price | 
manufacturers, these 
to excellent 


pipe. 


to different reports from 


the demand as quiet 
of 


Stating 


good quantity soil 
Stecl 
of the 


they 


are selling a 

Pipe 
mills not 

did 


characterized 


While the 
as heavy a 
the 


are experiencing 
the ill 
Prices ui 


the 1 


majority 


demand during August, 


as 


from jobber is as normal. 
erall unchanged Prompt shipments are 


Wrought 
reports 


Slightly varying are received from mills 


than during August, whil 


Pr 


demand 
better call 


stating a lighter 


another reports a for this commodity 
Deliveries can be made promptly. 
Ware 


from 


are unchanged 


stream of orders jobbers, usually for 


keeping 


A constant 


manufacturers of enameled 


stocks 


early delivery, is 


Jobbers turning at a 
These 


adequate 


ware busv are over 


factory speed stocks, while usually heavy, are 


in most Deliveries are fair from. most 


ases 


makers Prices are unchanged 

Pottery 
week ago,” the 
A great 
to potteries 
While 
average 


No 


“Demand is heavier than it was a 


even 
of 

buildings 

to 


representative number 
of 


which 


one pottery reports 


offering good business 
of 


slowed 


big are 


installation. deliv 
the 


schedule 


cater this type 


eries on some items have up, pot 


tery can deliver on a_ satisfactory price 
changes have been reported. 

Range Boilers 

that a big 
contracts the old 
had little effect, 
on old 


pear to have adequate stocks. 


of the wholesalers 


sheet, the recent 


Due the share 
had 


in 


to fact 


signed on change 


out 
ap 
excellent 


for bringing 
Most 


Deliveries 


prices has except 


pecifications these contracts. jobbers 


are 
Plumbers’ Brass Goods 


Several firms have made slight revisions upward on 


There is still a tendency noted 
to shade 
better 
the representative of one company stated 
the New York 


ome items of cast brass 


among competitive makers prices, however 


week 
that 


Tubular salesmen report a demand than a 


ago, and 
total months 


sales for territory for eight 


were greater than during the same period last year 


liveries can be made promptly in most instances 
Boilers 

The heating contractor is busy, and his purchases 
and 


and Radiators 
are 


keeping wholesalers manufacturers busy filling or 


ders Manufacturers are having no trouble in making 


prompt shipments, however. Prices are unchanged 


PHILADELPHIA 


“All signs now point toward a very good fall and early 


winter season,’’ one manufacturer stated when asked his 


opinion of conditions now prevailing in the Philadelphia 


district His prediction seems borne out by discussion 


with other men in this field, and a steadily mountins 
fur 
quarter o! 


is 


wholesalers 
the 


mand noted many makers and 
that the 
with confidence 


still 


by 


evidence trade is facing final 


year 
far overbuilf 


toward 


from being 
the 


builders 


Philadelphia is 
The trend 


is being 


is outskirts and a 


felt 
On the other hand, down town 


homes 


demand by with medium 


dwellings for sale 


ments apparently are not in as great demand 


were a year ago. 
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Soil Pipe 


Rather spotty conditions still exist in the demand for 
this commodity Jobbers’ stocks in general are not 
large. Prices of one large interest advanced 2 points on 
September 15 

Steel Pipe 

The representative of one mill states that the total 
volume of sales for the first eight months of the year 
exceeds by a considerable margin that of the correspond 
ing period of 1924. A _ practically normal demand for 
this time of the year now exists Mill prices are the 
same as they have been for a long period Jobbers are 


still prone to shade their quotations 
Wrought Tron Pipe 
was 


the makers’ 


days, 


week from 
standpoint, with 
quickening of 
jobbers are practically all 
in 


The an one 


average 
the 


close 


past 


demand first few and a 


the 
for 


slow 


interest at Orders placed by 


immediate delivery, which 


mills have no trouble making Prices generally are 


unchanged. 
Ware 
if 


makers 


Enameled 
little 
by 


the 
Most 
from 


let down from 
during August 


drain 


September has shown any 


excellent demand noted 
jobbers have only small stocks, and a steady 
to often 


promptly by 


the contractors forces them buy Deliveries on 


can still be 
Prices from 


made most manufac 


the 


staples 

makers are firm 
Pottery 

A tale of plenty of orders is still 

Practically 


turers. 


told 


orders 


being by most 
all 


deliveries, 


potteries and jobbers. placed by 


the 
stocks cut down by the contractors’ demands. 


wholesalers are for early to replenish 


Deliveries 


in general are still fairly prompt. Potters’ prices are 
firm and unchanged. 
Plumbers’ Brass Goods 

A slight quickening of interest is reported by one 
maker of tubular products, but the general tone is that 
conditions are much the same as a week ago, when de- 
mand averaged only fair. Unstable prices, both from 
manufacturers and wholesalers, are still reported De- 
liveries are very good. 

Range Boilers 

Demand is only fair, although one concern reports a 

greater volume this year than was enjoyed during an 


equal period last year. Practically all business now going 
through manufacturers’ 
tracts made at the former price. 
Boilers and Radiators 

The report of one manufacturer that the 1925 volume 
has been 40 than ago appears 
better than Demand, however, 
very 


hands is specifications on con- 


per cent 
the 


No price changes are reported. 


greater a year 


usual run continues 


good. 


NEW ENGLAND 


this section continues to show satisfac- 


Both 
gradual 


in 
tory strength. 
but 
that actual movement 


Business 


and future business shows 


and 


current 
jobbers state 
for the 


a steady increase many 


material is greater than 
The 
has been considerably smaller, however, due to the com- 
petitive prices that have had be It is 


though, that many of the jobbers have reached the point 


of 


same period of last year. margin of profit is and 


to met. noticed, 


where the business that comes to them unsolicited has 
reached sufficient volume to give them a chance to keep 
their employees going at full speed, which has given 
them courage to turn down business offered at prices 
which allow no profit. This condition is actually in 
effect, and, while it is stated that the volume will be 


reduced, there will be a profit made once more, 
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Rundle medium-price sinks embody the 
same practical features for convenience 
of the housewife as the more expensive 
Rundle Sinks with apron. Each has been 
carefully designed by engineers who 
understand sinks from the utility stand- 
point. Rundle medium price sinks are 
made in a wide range to satisfy each in- 
dividual preference. 


We manufacture complete line of 
enameled fixtures. If you don’t know 
the name of the Rundle jobber near 
you, wrice us, 





a 


Rundle Mfg. Co. 


Milwaukee, Wisconsin 


i, RUNDLE 


YN, PLUMBERS’ SANITARY ENAMELED WARE 
.* 








Trenton Brass Goods 


& Make Good 








dollar 
for dollar, the Trenton 


Item for item 


line of plumbing prod 


ucts have never been 
surpassed for value or 


efficiency 


Once installed, they 
stand up to their work 
in a way which allows 
the user no comeback 
That is why it pays to 
Trenton 


handle prod 


ucts wherever possible 


The Wash 
Tray Plug shown above 


Trenton 


is only one of a decid 
edly superior line. Write 
for catalog containing 


the others 


Order From Your Jobber 








The Trenton Brass 
& Machine Company 
TRENTON NEW JERSEY 
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Everything points to a more stable business conditi 
Building movement has been greater than was the ca 
last year Raw materials show a tendency toward 
higher costs, manufacturers are working to good capacit 
and labor is fully employed. Steel products are in heay 








demand, surplus of ingot copper is lower than at ans 

time since the war; pig iron shipments for last month 

HE only hanger adjustable for were larger than for several years and bank clearings 

any height of baseboard. A style show an increase of about 10 per cent over the same 

both with and without baseboard period for last year. Price cutting is not entirely elim 

adjustment. inated, but there is much less reason for it and a greater 
Write for ALL the advantages tendency to do business at a profit again. 

Soil Pipe 

HEALY-RUFF CO. One large foundry advanced prices 2 points, effective 

ST. PAUL 33 Minn. September 15. Manufacturers are, as a whole, heavily 

booked up at low prices. Jobbers are said to hav: 

placed heavy orders that are being steadily drawn against 

because of steady demand by the trade. Jobbers’ prices 


er ome slight variations but, as a whole, are firm 
ail 4 Steel Pipe 
THERMAG— Snap Action | os 


No change in price or situation. demand on the 
jobber is from good to heavy and a large quantity is 
being moved. Stock at mills is being well maintained 
by steady production at good capacity and jobbers’ or 
ders show an indication to keep working stocks at levels 
that will assure service to their customers. 


Makes an automatic storage gas water heater of any Wrought Iron Pipe 


heater and range boiler. A fair demand on the jobber who is meeting and 
Absolutely positive. filling all orders with promptness. Prices have not 
Endorsed by leading engineers. changed. Mills report a fair demand. 
Used exclusively on Sands Storage Systems. Enameled Ware 
Ask your jobber or write for folder. Prices are firm and unchanged. Demand on the job 
ber is unusually heavy for this season and jobbers’ stocks 


The Sands Mfg. Co 
s g- — Cleveland, Ohio are pretty well depleted as a result. Manufacturers 
have a large volume of business on the books most of 


which calls for immediate shipment, although a good 
volume is placed for future. Incoming shipments to 
jobbers’ stocks are quickly absorbed and rush orders 











for prompt releases are common at present. Manufac 


PIERCE, BUTLER & turers are from 2 weeks to 60 days behind on deliveries, 
PIERCE MFG CORP and there is little evidence to indicate that this condition 
7 + will be alleviated in the near future. 


Plumbers’ Brass Goods 
Makers of —— eon 
Jobbers are finding business in this commodity good 


GooD BOILERS AND and while sales are not in big volume, the aggregate 


shows a heavy movement. Manufacturers are slowing up 
RADIATORS some on deliveries but jobbers seem to be securing enough 
stock to meet all business demands promptly. Tubular 
goods are moving slowly for no apparent reason. Prices 
GENERAL OFFICES still show variation but, as a whole, are fairly steady. 

41 EAST 42nd STREET “I< -t- NEW YORK, N. Y- Pottery 
Prices by potteries are firm. There is some variation 
in prices quoted by jobbers accounted for mostly by 
grade of ware offered. Jobbers are having good de 
mand and are moving a large quantity of material. New 
UM H business entered with potteries is sufficient to keep plants 
TRADE MARR working to capacity. Shipments from manufacturers are 














BRANCHES IN ALL PRINCIPAL CITIES 

















slowing up but no shortages are apparent here. 
Automatic Gas Water Heater Range Boilers 

When i comes to actual No price change. Demand is fair but not heavy. Job 
performance in homes over bers and manufacturers are carrying well assorted stocks 
a long period of years, and all orders entered are being filled promptly. 


there is no water heater 
that delivers like a Boilers and Radiators 


Humphrey Automatic. Prices are firm. Little is heard of cutting as an in 
Any good plumber can ducement to place orders as all manufacturers appear 


tell that by looking at it. to be enjoying a good demand. Manufacturers have 


Humphrey Company orders ahead that, together with those calling for prompt 
(Die, Ruud Mfg. Co.) delivery, assure them of continued activity for the balance 


1 ay Kalamazoo ate Michigan of the year. Deliveries are being made with reasonable 
ype 








promptness. 
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PACIFIC COAST 


up well 


September 19, 1925 


and 
vol- 


Business generally appears to be holding 
indication of the 
Juilding operations are being maintained 
the 


gives every continuing at present 
ume or better. 
in good volume and demand for homes shows no 
abatement. 

Jobbers’ prices to the trade continue firm in all lines 
and are closely following replacement costs. 

Soil Pipe 

There seems to have developed a steady demand for soil 
pipe on the part of both the master plumber and jobber. 
Coast jobbers, on account of distance from source of sup- 
the fact that tonnage 
the Panama anticipate 
their requirements considerably in advance and are pur- 
chasing this commodity in good volume at present. Job- 


the different 


practically all of this 


Canal, forced to 


ply and 


moves via are 


bers’ prices to the trade, while varying in 
jobbing centers, are holding firm. 
Steel Pipe 

A satisfactory volume of business continues in steel 

Most distributors have ample stocks on hand, and 

as a rule keeping their 


Jobbers’ prices vary in the different jobbing centers but 


pipe. 


are inventories at maximum 


are firm. 

Enameled Ware 
of enameled ware Dur- 
here 


The total sales hold up well. 
ing the week various manufacturers announced that 
stocks in than carload 
per 


This has had the tendency to cause job- 


after shipments to jobbers’ less 


lots would be charged at an advance of 5 cent over 


carload prices. 
bers to carry larger stocks and depend less on warehouses 
and factories for their immediate requirements. Job- 
bers’ prices are holding firm. 
Pottery 
Very little change if is noticeable in the pottery 
situation. The demand seems to be increasing. No dif- 


ficulty is experienced in obtaining prompt deliveries from 


any 


Coast potteries. 


Plumbers’ Brass 
cast and tubular brass continue to move in good 
Most fair stocks and prompt 


factories. 


Both 
volume. distributors have 


deliveries can be obtained from Prices vary 


somewhat, the quality and quantity of material govern- 
ing quotations to some extent. 
Range Boilers 


little any is noted as regards range 


Most 
present requirements and prompt deliveries from factories 


change if 
jobbers’ stocks are ample to take care of 


Very 


boilers. 
appear to be the rule. 


The M etal Market 


Average Average 


1924 


ept Average 


1925 June, 1925 


15 <Aug., 
PIG 


No 


IRON 


Foundr: Chicago 
furnace 
PLATES AND SHEETS 
Steel boiler plates, Pitts- 
burgh, per Ib 
Blue annealed sheets, 
Pittsburgh, per Ib 
Black she Pitts- 
burgh, per Ib 
Galvanized sheets 
burgh, per Ib 
TIN— 
Straits tin 
COPPER 
Prime 


ets, 


Pitts 


Lake, 0 
15.00¢e 


14.60¢ 


finery ‘. 
Electro, delivered 
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PRODUCTS 


Radiator Traps 


ILLINOIS THERMO RADIATOR TRAP 


The Original Vertical Seat Trap 
Self-cleaning —- Dirt-proof -— Positive 
Action—Long Life. 


Modulaung 
Valves 
Return Traps 
Pressure 
Reducing 
Valves 
Heat Retainors 
High and 
Low Pressure 
Steam Traps 


Illinois Heating Specialties are the result 
of 25 years of concentration and have re- 
sulted in making ILLINOIS HEATING 
SYSTEMS the recognized standard where- 
ever fine structures are being planned. 


Blast Traps 
Separators 
Back Pressure 
Write for Bulletin 21. Valves 


Expansion 


Jounts 














REPRESENTATIVES IN 40 CITIES OF U.S.A. 


ILLINOIS ENGINEERING COMPANY 


ROBT. L.GIFFORD President INCORPORATED 1900 


CHICAGO 
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TIP PR PRE REE ee ee ee 


CABCO Gas Steam RADIATORS 


have long been noted for their remarkable efficiency. 
Now we have added a new Vented Type to the 
“Cabco” Line. It is entirely different from any 
previous model. Write us for full particulars 


CABCO IRON WORKS, 
Gowanda, N. Y. 


Inc. 


——— 


Pacmag 
ics Ec tearneeecenentie ee ee 


led “ | 
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9.40¢c 


The Old Metal Market 
suying Prices 

Aluminum cl Bean ; Copper, light 
Block tin . . - Copper, uncrucibled 


fe Brass, light 


brass, heavy 1ixes 7%e Faucets and valves 


Itrass, red ‘ - “ec Lead, heavy ... . 
Copper, crucible . 7 : Solder joints . 
NOTE rice are 10se quote on Tuesday of thi 
4 CONVENTION DATES 
Besides bh el) }} ere Octoher 14 and 15, 1925.—-The Fall meeting of Ea 
Supply Association, at Hotel Astor, New York City Lb 


October 21 and 22, 1925.—The Fall meeting of the (+ 
299 999 Mie tis o cd] Supply Association, at the Hotel Sherman, Chicago 
4 Ore Keel] 0. 1e. December 9 and 10, 1925.—Annual meeting of the Nati 


Association of Brass Manufacturers, in New York City 
SCS 9 | ario Associations of Plumbing and Heating Sup; 
| Sale are planning to hold a convention this Fal] 


7 
With every one of its 300,000 users —a booster ar 
it must be correct in every detail. 


It’s the one tank you can install and completely 
forget —built for a lifetime for genuine, ae 
permanent satisfaction. The fittings are the William A. Churston 
best that money can buy it’s a quality Willi: 

product. illiam A 


It is strong, durable, light and handsome in tractor in Winsted and Norfolk, Conn., died at his home 
design and finish. in Norfolk, Sept. 1 following a long illness of paralysis 


a price is low—with a good margin of profit and complications. 
© you. 


Would you care to have more data? Andrew Carson 

Andrew Carson, of Andrew Carson & Son, plumbing con 
tractors at 283 South Fifth street, Philadelphia, died on 
Wednesday, September 9, at his home in that city Mr 
Carson was a highly esteemed member of the Master 


or meeting, October 13 


Churston, for many years a plumbing con 


Plumbers’ Association of Philadelphia, to which he had 
belonged for more than twenty years. 
L. N. Reiser 
L. N. Reiser, a prominent master plumber of 628 North 
Rampart street, New Orleans, La., died suddenly last week 
at his home in that city. Mr. Reiser was a member of 
the Master Plumbers’ Association of New Orleans. 
Kk. H. Jacobs 
E. H. Jacobs, a well-known master plumber of 1118 St 
Peter street, New Orleans, La., died suddenly on Wednes 
day, September 9. Mr. Jacobs was a member of the New 
Orleans Master Plumbers’ Association. 
Anton W. Starck 
Anton W. Starck, city plumbing inspector in Milwaukes 


NORRReFeeneTe Ee tteee 


Wis., for fifteen years, died in his 65th year, at his home 
at 1155 Second street, Milwaukee, on September 7, 
an illness of one year. Death was caused by pernicious 
anemia. He was born in Milwaukee and had been con 
nected with the plumbing business for the past fifty ye: 
He is survived by three daughters and a son. 
John H. Coon 

John H. Coon, one of the deans of the plumbing 
heating supply salesmen, died recently after having sp+ 
the greater part of a long life time in the plumbing 
Tear the coupon off heating industry. Mr. Coon, who was in his 88th year 

and mail it to | the time of his death, had called on the jobbing tra 
. east of the Mississippi River for many years, and wa 
of the best known salesmen in the East. Of late 
he had been employed by the J. R. S. Specialties Mtg 
New York City, and was on a selling trip to Florid 
this concern when taken ill. Although he was rushe 
the hospital in Troy, N. Y., he died a day and a halt 
reaching there. 

















President Longley Announces New 
Board of Directors 


New conduct the affairs of the National 
Association of Master Plumbers for the coming year have 
Henry E. Longley. Ina 


directors to 


just been selected by President 


notice dated Sept. 15, President Longley announced the 
members of the new board of directors. 

The officers of the association are: President, Henry 
fk. Longley, Wilmington, N. C.; vice-president, Albert J 
Wilson, San Francisco, Cal.; secretary, Wilbur R. 


» € Richard J. Welch, 


Dosher, 
Wilmington, treasurer, Lowell, 
Mass. 

The directors are announced as follows: 
Joel P. Brickey, Denver, Colo. 

Bart D. Coffey, Portland, Ore. 
John Graham, Pittsburgh, Pa. 
William J. Lang, Chicago, Il. 
H. Melvin Porter, Minneapolis, Minn 
J. Preston Perham, Boston, Mass. 
Jere L. Sheehan, Jr., St. Louis, Mo. 
Frank P. Tweedie, New Orleans, La. 
John J. Vogelpohl, Cincinnati, Ohio. 
Samuel F. Wilson, Newark, N. J. 
Louis J. Yauchzi, Rochester, N. Y. 
that 


committee ap- 


Longley states that, because of the fact 
tendered 


President 
several of those who have been 
pointments have not as yet replied, announcement of the 
personnel of each of the committees will be withheld until 


completed. 


New Business ‘Centures 


Oklahoma City, Okla., has 
$30,000, by W. P. 


The Rudkin Heating Co 
been incorporated 
Rudkin, FE. A. Sterling and others. 

J. E. Kelleher, Inc., 1608 East Seventy-fifth 
Chicago, has been incorporated with a capital of $50,000, 


with a capital of 


street, 


to install heating and ventilating systems. 

The South Euclid Plumbing & Heating 
South Euclid, Ohio, has been incorporated with a capital 
A. Zucher and associates. 


Company, of 
of $25,000 by Roy 
7303 Sloss ave- 
Dan 


The Roegner Plumbing & Heating Co., 
nue, Birmingham, Ala., 
Roegner, L. Hawkins and others, all of Birmingham. 

The Tremont Steam & Water Heating Co. 
offices and salesroom at 72 Tremont street, in the Charles- 


has been incorporated by 


has opened 


town district of Boston. The proprietors are Richard Mo- 


randi and Romeo F. Booth. 


William F. Thumm has withdrawn from the co-part- 


nership of Noble & Thumm, plumbing and heating con- 
tractors of Chicago, and has opened an establishment at 








2549 Lawrence avenue He will conduct a heating busi 
ness under the name of W. F. 
William H. 


heating business in 


Thumm 


McGarry has entered the plumbing and 


Holyoke, 


Mass He has been associ 


ated with many of the leading firms in Holyoke and 
Springfield and now enters the field in his own name. He 
has also been active in military life of the city and is 


captain of Co. F, Massachusetts National Guard 


Wom en’s Auxiliaries 


Mrs, KE. D. Hornbrook Addresses Louisville Auxiliary 

Mrs. E. D. Hornbrook, president of the Women’s Auxil 
iary to the National Master Plumbers, 
recently visited the Women's Auxiliary in Louisville, Ky 
A meeting was held at the Brown Hotel, where a luncheon 
was served, followed by a business meeting. Mrs. Horn- 
brook addressed the members of the auxiliary, telling of 
the history, growth and aims of the National Auxiliary, 
has had in 


Association of 


and emphasizing the influence the auxiliary 
the few years of its existence, and its possibilities in the 
future. 


SOUTHERN CALIFORNIA DISCUSSES 
PLANS FOR YEAR 


Ss. D. L. OF 


Development League of 


their 


Sanitation 
gathered for 


Members of the 
Southern California regular monthly 
dinner meeting Thursday evening, September 3, at the City 
Club in Los Angeles. The meeting was really the August 
gathering which had been scheduled for the last 
had been postponed to the first 
William Van Norden 
meeting, which was strictly business from start to finish 

After the 


the formation 


week in 


August but week in 


September. was chairman at the 


dinner, there was a general discussion on 


of a constructive policy -for the coming 


year and on the activities that the League should enter 
upon, in addition to the work 
000,000 metropolitan sewer 

County and the passage of the County Sanitary Ordinance 
The Ways and Means Committee of the League, of which 


being done on the $17, 


system for Los Angeles 


C. N. Boley, of the Day and Night Water Heater Co., is 
chairman, will formulate this policy and will report at 
the next meeting, it was announced In addition to 
Mr. Boley, the committee includes H. C. Fletcher, Pacific 
Pipe and Supply Company; Wm. Van Norden, A-One 


Manufacturing Company; R. H. Roemer, Pacific Sanitary 


Mfg. Company; George Richardson and E. Coker 
Cy Pe 
committee, 


Boley, chairman of the metropolitan sewer cam 


paign reported on the progress of the cam 
paign, 
City of 


the project. If 


telling of the eéfforts being made to have the 


Pasadena join the communities of the county in 
consents to the proposal, the 
present that 
upon the completion of the new sewer 


Pasadena 


sewage farm of city would be abandoned 





RH DOMESTIC 


that the Frank Wiggins 
which the recently for- 


Larry Brightwell announced 
School of Los 
vocational course in plumbing essentials will be 
fifty for admis- 


thirty 


Trade Angeles, at 


mulated 


given, has already selected candidates 


sion from which a group of will be chosen to 


take the 
A resolution 


two year course 


League, calling for an 
for members of 
National Trade 
These 


plumbers at 


the 
of job cards 
of the 
other 


Was passed by 


investigation into the cost 


the 
Extension 


organization, similar to those 


Bureau and various bodies 


displayed by all merchant 


The cost would be divided equally 


cards would be 
the scene of their jobs 


between the League and the members 
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Septe mber 19 
of comfort stations and the installation of the sar 
facilities. A report on the progress of the 
will be given at the September meeting of the Leag 


committee 


SALT LAKE CITY AMENDS OILL BURNER ORDINANCES 


Upon the recommendation of Sylvester Q. Cannon city 


the 


engineer, and Austin Gudmunsen, chief inspector of 


smoke abatement department, amendments to th: ity 

ordinance regulating the installation of oil burners 

passed by the Salt Lake City 
The amendments cover several printed pages and 


new Before being passed 


been city commission of 


Utah. 
really 


constitute a ordinance. 





~ * 
“yee 4 ee 


hes 


Pp annun! outing of the Master Plumbers’ 


SOUTHERN CALIFORNIA IN DRIVE FOR 
MORE COMFORT STATIONS 


\ comprehensive drive for the construction of addi- 
tional public shower baths in the 
cities and towns of Southern California has been launched 
of Southern Cali- 
figure in the 


comfort stations and 
League 


prominent 


Sanitation Development 

Vith Ira W. Byrnes, 
as advisor, a special committee, headed 
Roemer, and consisting of George Richardson, 
and H. C. Fletcher, of the Pacific Pipe and 
appointed to the details of 


by the 
fornia 
plumbing industry 
by R. H 
of Pasadena 
Supply Co., has been handle 
the campaign 

to be followed in the campaign, as out- 
syrnes at a recent meeting of the League, 
Letters, explaining the vital necessity 
will be 


The procedure 
Mr 


follows 


lined by 
will be as 
for more comfort stations and public showers, 
sent to all Chambers of Commerce in the cities and towns 
of the California territory by the committee. 
These letters will be followed up probably with personal 
and practical suggestions wil be made to the vari- 


the construction 


Southern 


calls 


ous cities as to how to proceed about 


Association of the 


, 
4 ae 


District of Columbia, held recently at Chapel Point, Md. 


they were approved by the National Board of Fire Under- 
writers. 
taken 


permit must be 


after installation An 


The ordinance provides that a 
out, and a final certificate 
inspection fee of two dollars for residence plants, and 
dollars for all plants except residences, is 
charged. Detailed regulations for 
storage tanks, piping, valves, strainers, pumping systems, 


issued 
five those in 
and specifications 
installation of burners, etc., are given. 

The chief of the fire department will have charge of the 
enforcement of the ordinance. 

It is estimated by Mr. Gudmunsen that there are possibly 
190 oil burners in Salt Lake City. A number of the 
plumbing firms are now handling oil burners, and with 
some of the pioneering work of educating the 
accomplished, it is expected that the installation of oil 
burners will go forward at a much faster rate. 


public 


is planning the construc- 


cost 


The park board of Joliet, IIl., 
tion of a municipal swimming pool in that city at 
of $50,000. 
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ASKS AMENDMENT TO KANSAS CITY, KANS., 
PLUMBING ORDINANCE 

The new plumbing ordinance of Kansas City, 
approved by the city 
work a hardship on the street department in one 
clauses, F. 
will ask the 
prohibits more than one connection to each auxiliary main 
running from the city’s feeder mains. 
nection for each consumer would 
of the pavement in front of 
pointed and that would 
with its accompanying 


Kans., 
commissioners, has been found to 
He 


which 


according to Commissioner H. Schaible. 


the commissioners to amend clause 
To make 
the 
Mr. 


excess 


a 
cutting 
Schaible 
patching 


con- 
necessitate 
each house, 


out, result in 


inconveniences. 


NEW MASTER PLUMBERS’ 


The Southern Alameda County 
ciation has just been organized at Hayward, 
Brunner, of Hayward, 
Abbrott, of Niles, vice-president. 


This &? That, Here &°? There 


will 


ASSOCTATION 
Master Plumbers’ 
Calif. 
and 


ASSO- 
Rush 
c. § 


was elected president, 


Syndicate 
Fla., 


The Passagrille and Gulf Development 
erect a hotel and bathhouse at Passagrille, 
of $2,500,000. 

C. D. Tellesfon, Galveston, Tex., 
a $30,000 two-story apartment building 
tile baths. 

The American Plumbing and Company, St. 
Louis, Mo., has been awarded the plumb- 
ing and heating of the Southwestern Bell Telephone Com- 
pany’s office. 


at a cost 


receive bids for 
five 


will 
including 


Heating 
contract for the 


The Kanawha Country Club, Spring Hill, W. Va., has 
let a contract to the Morgan .Plumbing Company for the 
plumbing of a clubhouse. 

Rehm & McKamy, Atlanta, 
the plumbing contract for the 
Smith Junior high school. 

The Board of Education, Archer City, Tex., a 
contract to E. L. Veale for the plumbing and heating of 
a three-story brick school building. 


awarded 
the Hoke 


been 
of 


Ga., have 


plumbing 


has let 


Plumbing and heating bids are to be asked for soon 
in connection with the proposed new Senior high school 
building to be erected on Exchange street, Pawtucket, 
R. I. Plans by Robert C. N. Monahan and R. R. Meikle, 
255 Main street, call for a four-story brick, steel 
stone structure to cost $1,900,000. 

The James T. Kay Company, State 
Conn., has awarded the contract to the H. Wales Lines 
Company, of that city for an addition to its plumbing 
and heating shop, to include a new office and showroom 
and an entire new front. 


and 


street, Meriden, 


Carl Linstrom, 33 Carter street, Providence, R. I., has 
been awarded the heating contract on five three-family 
houses on Byfield street, for I. Fine, and two-family 
house on Smith street, for D. J. Byrne. 

Bids for plumbing and heating have been asked on 
the new $100,000 refectory to be built by the University 
of Wisconsin, at Madison, Wis. J. D. Phillips is the busi- 
ness manager. Bids will be received until 3 p. m., Sept. 
29. 
the Builders and Traders’ 
Paul and Minneapolis. 

Kaelber & Kraft, of Kenosha, Wis., have been awarded 
the $12,000 contract to install the hot water heating 
system in a new business building in Kenosha. 


a 


‘xchanges, in Milwaukee, St. 


of its | 


Plans and specifications may be seen at the office of | 
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THE QUALITY PLATE 


The discriminating buyer who demands the 
best the market affords, makes no mistake in 
specifying our No. 10 Plate, which embodies 
supreme quality in construction and finish. 


The Beaton & Corbin 
Manutacturi 


Company 
SOUTHINGTO CON Nr’. 
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Flush Valves tor use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
service 


Frost Proef Closets. Direct flush 


or after flushing 


Write for catalog 


Philip Haas Co., Dayton, O. 





























UNCONDITIONALLY GUARANTEED 


»>ARROW> 


TRADE MARK 


PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 


The Novelty Steam Boiler Works Company 


Factory. 917-929 S. Howard St. Baltimore, Md. 
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“EAFCO” 


Trap Screw Ferrules 


When you want well made, nicely finished 
trap screw ferrules with accurately cut, tight 
fitting threads, epecify “Eafco” when you 
order from your jobber. Made in ea variety 
of styles to meet the requirements of the 
various regulations. The No. A-24 (illus- 
trated) is the New Style New York Regula- 
tion, extra heavy iron body and brass trap 


A-24 screw with solid nut, 1 inch high. 


THE EASTERN FOUNDRY COMPANY 
Main Office and Factory: Boyertown, Pa. 


PHILADELPHIA, 940 Dreszel Bidg. NEW YORK CITY, 80 Church St. 
BOSTON, 432 Rice Bidg. SAN FRANCISCO, 623 Larkin St. 








BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 
Cast Iron and Steel Heating 
ilers 


REDUCE YOUR COST 


LIST PRICE 


4 Galion $ 4.00 each 


7.560 each 
Gallon 14.00 each 


Ask your jobber for the discount 
The Northwestern Chemical Co. 


MARIETTA, OHIO 




















123 Years Old —Founded 1802. 


(4g 0 
be” A ; 


s a 


Range Boilers 


Riveted 
Welded 
Sure-Tite 


(Copper-Brazed ) 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 


You Can’t Beat The 
SQUARE BOSTON GREASE TRAP 


Only ten inches in height, it 
can be easily installed under 
kitchen sinks and is just as 
efficient and easy to clean as 
our famous Round Boston 
Grease Trap. Send for catalog 
showing complete line. 


R. Estabrook’s Sons 
lst and C Streets 
SOUTH BOSTON - MASS. 
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September 19, 192: 


John H. Kitchen of Kansas City, Mo., | 
been awarded the heating and ventilating system for t} 
new Kennyon School building at Poplar Bluff, Mo. 


Company, 


The Ladies’ Auxiliary of San Francisco Master Plum 


ers’ Association met on Thursday, September 3rd, for t 
first time since the vacation season began. 
awarded to C. D. Dunlap 


for the remodelin: 


A contract has just been 


Plumbing Company of Springfield, Mo., 
of the plumbing in the Gateway Hotel. 

Jacob Schuh has been given the contract to install th: 
plumbing in a new brick commission house to be erect: 


Milwaukee, Wis. 


at Fifth and Chestnut streets, 


made by the Teutonia avenue stat: 


to erect a $100,000 bank building 


Plans are being 
bank, Milwaukee, Wis., 
at the corner of Teutonia avenue and Hadley street. 








Harold Haysman, Brooklyn, N. Y., master plumber; John 
Newmeyer, secretary of the Knights of Galena, Brooklyn; 
Joseph Marzolf, manager of the Plumbers garage, Brooklyn.— 
photograph taken at the recent outing of the New 
Plumbing and Heating Salesmen’s Association 


From 
Jersey 


A motion picture theater will be built at Kenosha, Wis., 
by the of Milwaukee, and 
Dayton expected 
about 
tional $60,000. 


Amusement enterprises, 
Bros. of Kenosha. The building is 
$175,000 with equipment costing an 


Saxe 


to cost addi- 


awarded 
which is 


Dearsley Lros., Milwaukee, Wis., have been 
the contract on the Washington Park Church 
being built at Thirty-ninth and Elm streets, Milwaukee. 

The heating system in a business building at Delaware 
Rusk will be installed by the 
Heating Milwaukee. The 
of the building is the Badger Building Service and there 
will be a theater, four stores, and five apartments in the 


and avenues, Milwaukee, 


Downey owner 


Company, of 


building. 

The Wenzel & 
lowest bidder on the plumbing work to be done in the 
Nee-Ska-Ra school building at Fifty-fifth and Lenox streets 
Milwaukee, with a bid of $14,867. The Downey Heating 
Company of Milwaukee was the bidder on the 
heating and ventilating at $37,974. 

Martyn Bros., of Dallas, Texas, have been awarded the 
plumbing contract on the new Winnetka school addition 
$6,640. Kinnison Bros., also of Dalla 
the heating on the building at 


Henoch Company, Milwaukee, was the 


lowest 


their bid being 
awarded 
$15,578. 

The 
planning 
Pike to 
building, 

The 


were same 
Texas 

Worth 
Wilsor 


Dallas, 
Forth 


717 


Home of Our Lady of Charity, 


the construction of buildings on 
cost $150,000. J. Ed. Overbeck, 
Dallas, is making the plans. 
School District of Morton 


Morton Independent 


| Texas, has voted $50,000 for a new high school, 
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The Tool of Longer Life 
and Greater Efficiency - 


Williams’ ‘‘Falcon” is the Wrench for both pipe and 

fittings—-users claim it is the most durable and efficient 
LOOK FOR THIS tool for both purposes ever made. 

Longer Life—Its jaw is reversible, end-for-end, when the 

teeth first in use wear. Three to four grip positions on 

each size of pipe provide for minimum wear on individual 

teeth. 

Greater Efficiency—Its single jaw with continuous teeth 

across the solid central portion gives just the bearing 

needed on fittings. And for coils and in corners with 

limited clearance, it’s a wonder. 

Six sizes for 14 to |2-inch pipe and fittings. Literature? 


J. H. WILLIAMS & CO. 


“The Wrench People’’ 
New York BUFFALO Chicago 


Y UPERIOR DROP-FORGED TOOLs 


Interchangeable Flat "FA LCO N” 
tse ala CHAIN PIPE ano FITTINGS WRENCH 


KELLY 


WATER CLOSETS. 





The “KELLY OCTOPUS”’ | 


Batteries of Eight Complete melita iin Dae 
Water Closets ROUGHED-IN- |} rennin’ one 
ON A SINGLE SOIL FITTING 


* * 

The Price Is Right 
| There isn’t the slightest doubt about the 
quality of the ‘‘Sure Return’’ Condensation 


Pump. It has proven its merit on thousands 
of installations. 





But, in spite of the splendid material and 
workmanship, that goes into each outfit, these 
pumps can be purchased at a very reason- 
able cost. 





“KELLY OCTOPUS” with partitions removed It will pay you to get our prices. 


PATENTED 
STOCK DELIVERY 


THOS. KELLY & BROS. .°. CHICAGO | CHICAGO PUMP COMPANY 


3422-24-26 WEST LAKE STREET || 2322 Wolfram St. Chicago, Illinois 








ESTABLISHED OVER 35 YEARS a 
























































9 DOMESTIC ENGINEERING September 19, 1125 


Plans are under way for raising funds for the first unit Robert McCaul, of the plumbing firm of McCa & 
of a fine arts building to be erected on the campus of Mitchell, Waltham, Mass., who recently underwent an 
the University of Oregon This first building will cost operation at the Cousens hospital, has so far improved 


about $100,000 and an exposition of Oregon products as to be able to be about his home again 


will be held in the public auditorium of Portland, October Paul 


S. Harmon, of Arthur B. Fels, heating and veurti- 


5-10, under the auspices of the State University to help jating contractors, Portland, Me., is in charge of th 
finance the project Plans will be completed early in golf and sports program for the New England Kiwanis 
the winter and construction will start in the spring. convention next month at which fifty-six Kiwanis clubs 
Sutton & Whitney, Lewis building, Portland, Ore., are will be present. 


drawing plans for a $500,000 addition to the Meie a : ; 
. , - wae feler & Some of the master plumber members of the North 
Frank Company's warehouse at Hoyt and Fifteenth streets i Ses 
‘ Hudson (N. J.) Master Plumbers Association are touring 
rhe new structure will adjoin their new building erected . : ‘ al bon ep? 
Canada September 1 a ‘‘Domestic Engineering’’ repre 


sentative met Mr. and Mrs. William T. J. Orriss, Mr. and 
Morris H. Whitehouse has preliminary plans prepared Mrs. Charles Zimmerman, and Mr. and Mrs. William Cop 
for a $200,000 temple for the congregation of Beth Israel 


two years ago and will be seven stories high 


pinger, together with their guests, Mr. and Mrs. William 
synagogue in Portland, Ore. George E. Reed has been P. Dugan, of Jersey City, at Prescott, Ontario. 
retained as heating and ventilating consulting engineer : ‘ — : ae , 

; ‘a Howard D. Schmidt, of Nashville, Tenn., sanitary engi 
by the committee on building consultation rhe type of : : R : 
‘ ; neer, appointed by the Davidson County Board of Health 
architecture is Byzantine. Construction will not start for ; : 
has entered upon his new duties. He will work under 


several months, as it is the desire to make the finished ; : : 
the direction of County Health Officer, Dr. J. J. Lentz 


plans as complete and adequate as possible before begin- 

ning actual work Plans for the new Beaumont school, Portland, Ore., to 
Jantzen Knitting Mills, Portland, Ore will build a COS8t $170,000, will be completed in sixty days by George 
Jal 3 tl < . PTY c 
H. Jones, school architect, and work will be started by 


$25,900 addition to their present factory A new boiler 

room and additions to the heating facilities are included January 1. 

in the plans A building to be used as a restroom for tourists will 
Percy Todd, a master plumber of Memphis, Tenn., has be constructed at Emigrant Park on the old Oregon Trail 

returned to his home after an automobile tour of several about twenty-seven miles southeast of Pendleton This 

weeks Mr. Todd, accompanied by Mrs. Todd, attended building will be of log construction, two stories high, 

the national convention at Portland. Ore.. and afterwards including masonry construction in some parts, with plumb- 

visited the principal cities on the Pacific Coast, and also ing and a complete sewer and water system. 

went to Mexico and Canada. Ribble & Ribble, of Lubbock, Texas, are preparing 
Mee & Heisler, of Memphis, Tenn., recently installed plans for a new high school building at Sudan to cost 


he plumbing in the plant of the Belgium Cleaning Co. about $125,000. 
I i 





It Pays 
To Install 


"AME RICAN 


mi. AGNUT 
“BUILT.WELL” 


| Toilet Seats — | t.si-wa 


The natural beauty of the finest 
American Walnut. the durability of the 
V-Lock Joint and Double Doweled Con- 
struction and the heavy brass Bar Hinge, 
all combine to make “Built-Wel!” Toilet 



























meet the demz ads of your customers @ Seats the biggest value that you can 
for correctly designed and carefully @ possibly offer your trade. ae 
. . sectional view 
finished Brass Plumbing Goods with- : a ae ene nee on joint, turned 
| out either extra charges or profit J these better seats—we are able to quote show how dowels 
| shaving by ordering from Enterprise g ham prices — compare fav ably with pore Des 
Catalog “B’ It contains a Bath, Be pw of any other genuine walnut scat} ture only makes 
; . @ of ordinary construction Let us send chess tiahter 
Basin and Sink Cock for every type 3 you catalog showing our complete line. : 
of installation. 3 
2 
7) e 
Sold Through Jobbers Only Built Well Mfg. (0. 
ENTERPRISE BRASS WORKS 1458 West Kinzie Street 
Muskegon 23 Michigan 3y 
, — CHICAGO 
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I, G. Navarre, 2200 First Avenue, Seattle, Wash., on a 
bid of $40,000, has received the contract for the plumb- 
ing and heating in the new $375,000 McDermott Apart- 


between Pike 
The building will contain eighty-three 


ment to be constructed on Bellevue avenue, 
and Pine 
apartments, each with tile bath and shower. 

T. ¥. Bellingham, Wash., 
plans for the proposed $20,000 gymnasuim for the 
cortes High School, and a call for bids will be 

Eckart Plumbing & Heating Westlake 
avenue North, Seattle, Wash., the 
tract for the installation of plumbing and heating in the 

Apartment-hotel, under construction in 
The contract involves an expenditure of $62,000. 
building will be and cost 


streets. 


is completing 
Ana- 


Doan, architect, 


issued soon. 
Company, 320 


recently secured con- 


Cornelius now 
Seattle. 
The 
mately 


seven stories high, approxi- 


Qer 


$750,000, 

Wash., 

heating in 

B. C. 
will 


contractors in 
for plumbing 
residence to be contructed for 
The 
and a hot 


and heating Seattle, 
submit 
$40,000 
the 
contain five complete 
plant, 
The 
Miss., has 


$125,000. 


Plumbing 


will shortly bids and 
a proposed 
Davis in Broadmoor District. structure 


bathrooms, water heating 


as well as a completely equipped laundry. 
of Laurel, 
to 


the 


Heating Co., 
$100,000 


Plumbing & 
capital stock 
H.- M. 


Hvde-Ludlow 
increased its 
Robert Hyde 
owners of the company. 

H. M. of 
erection and 
brick and tile, 

A. Y. Baker & 


from 


and Ludlow are 
is planning the 


65x145 ft., of 


Hargrove, Beaumont, Texas, 
building, 


$65,000. 


of a store office 


and to cost 
Co. 
Texas. 


building 
of fire- 
Stebbins 


will erect a bank and office 
Edinburgh, It three 
proof construction, and will cost about $45,000 
& Waters, of Weslasco, the architects. 
Herff, W. M. Wolfe, 
construction of a medical 
The building will be 
four will 


at will be stories, 


are 
and others, 
office 


Drs. Ferdinand are 
planning the 
in San Antonio, 


three 


and clinic 


Texas. of fireproof 


construction, stories, and cost about 


$150,000. 

és. W. Hilt, 
bids until October 
court house 
David S. 


The 


or 


judge of Stephens County, Texas, will receive 
12th, for the 
jail building 


of Dallas, 


basement 
$500,000. 


five-story and 
to 


Texas, 


about 
the 
the 


and cost 


Castle & Co., are architects. 


of Waco, Texas, is considering construc- 


city 

















At the recent golf meet of the Plumbing Contractors’ Asso- 
clation row: J. J. O'Shea, Chicago; C. E, 
Beery, Kewanee; J. E. Baggott and F. F. O'Shea, both of 
Chicago; J. V. Liddy, Kewanee, and CC. E, Pullum, of Bell 
& Gossett Co., Chicago.—Lower row: Seward Best, Quincy, 
president of Illinois Master Plumbers’ Association; C, 
Brownell, Champaign, Il.; CC. A. Dreier, Jos. W. Cannon and 
E. C. Wagner, all of Chicago 


of Chicago.—Top 
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No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis- 
fying installations. 

THE BULLARD SPECIALTY CO., Tifin, Ohio 


























Hajoca 


Pedal Valves 


FOR 
Hospital, Dentist 
and Surgeon 


These valves operate quietly 
and efficiently under any 
pressure and are made for 
above the floor work as well 
as for below 


Send for pamphlet covering 
complete line of Hajoca 
Pedal Valves 





HAINES, JONES & CADBURY Co. 
MAKERS AND JOBBERS one *LUMBING GOODS 
PIPE, FITTINGS VALVES AND HEATING GOODS 


GENERAL Orrices, Pritape cena, Pa 


Heaviest standard tank fittings made 


THE 


INDIANA 


BRASS COMPANY 


Frankfort Indiana 


Largest exclusive producers of tank fittings 











Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 


POINTS OF 
EXCELLENCE 
Extra large master 

bolt. 

Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar. 


Spreading of jaws prevented by bolt 
directly below chain socket. 


Chain guides aid in adjusting chain. 
and end bar protected by chain guide, 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 


Chain 





























ACME-DETROIT 


Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handie and also fur- 
nished with a long spout for three 
pert — Rough nickel- plated 

Ground joint Brass unions 
for % inch I. P. connection. 


DOMESTI¢ 





Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn't ovr goods in stock write us, giving his name 


Acme Brass Works. Detroit. Mich. 


Western Representative: H. E. Crum, Jr., 400 N. Michigan Ave., Chicago, Ill. 
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| tion of a municipal building at a cost of $500,000. V. «G 





AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 






Pat. Dec. 3, 1914 


Write for 
details 


KANSAS CITY, MO. 


INSURANCE 7S 
wy 


Always works. Noth- 
ing to get out of order. 
Brass working parts 
submerged. 


The Signet is clean, 
sanitary, simple, dur- 
eble and efficient. 


CRAMPTON-FARLEY BRASS CO. 

















7 E. 42nd St., New York Cit 





Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
Iron 
Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 


Rollin C. Wilson, Direct Factory a 















ral 
a 


satisfaction 


stream projector. Write! 


The Halsey W. Taylor Co. 
Warren, Ohio 


se s more profit i in 





| 7 


a SANITARY fixture | 


Replacements of old unsanitary fixtures form a 
sound source of profit. But if you recommen 
HALSEY TAYLOR fountains or heads you se- | 


cure an adc — 4 because of the customer's 


hese modern, hygienic drinking 
fountains are the only fountains made that have 


AUTOMATIC STREAM CON 


TROL and two- | 





A AILS ~ 12 y Qutomatu 
dtuam bonbtot 


ING IL@ OR DRINKING FOUNTAINS 








Koch is the city engineer. 

Jud & Ormond, of San Antonio, Texas, have bee: 
awarded the contract for the heating on the scienc: 
building for the Southwest Texas aaa Teachers’ Colleg: 
at San Marcos. Their bid was $5,72 

A new annex to the Rice Hotel will be erected in 
Houston, Texas. This annex will be seventeen storie: 
high and will cost over $2,000,000. In addition to the 
annex a new theater building to cost $850,000 and having 
a seating capacity of 1500, will be erected, as well as 
two additions to the Houston Lighting & Power Com 
pany buildings. 

The State Board of Control, of Austin, Texas, S. B 
Cowell, chairman, has completed plans for a new addition 
on the buildings at the Sanetorium. These will include 
$65,000 for a new administration building, and $30,000 
for an addition to the laundry. Phelps & Dewees of 
San Antonio, Texas, are the architects. 

H. C. Wood, of the Kelwood Company of San Antonio, 
Texas, and others, are interested in an apartment building 
to be erected in that city at cost of $300,000. The Kel- 
wood Company is handling the plans. 

Excavating for the foundation of the Hotel Statler in 
Boston has started in the Park Square district. The 
hotel will be the largest in Boston, and will have 1300 
guest rooms, each with private bath. Combined with the 
building will also be an office building. The office build- 
ing will provide 200,000 sq. ft. of space and will be 
ready next summer. The hotel will be ready next fall 
The hotel section will occupy three-quarters of the site 
and the office building about one-quarter. The hotel 
will be 14 stories high, the office building 13 stories. The 
Selwyn Theater will be demolished in clearing the site 
for the new structure. 

A. Baker has let the contract for the heating and 
plumbing of sixteen frame dwellings to be erected at 
Richmond, Va., to John Rose & Co. 

Harry Wood has let the contract for the plumbing of a 
two-story residence to be erected at San Antonio, Tex., to 


| West & Gutzeit. 


W. E. Ketchum has been awarded the contract for the 





Top row, first picture: Mr. and 1 Caldwell, of the 
Pierce, Butler & Plerce Mfg. Corp h—Second picture: 
Robert Thomas, of EverHot Heater Co., ‘serving ginger ale.— 
Third picture: Arthur Daniels, of the Murray W. Sales & Co 


| —Bottom row, first picture: A. Potz—Second picture: Alex 


Declereq.—Third picture: J. Reardon, catcher for the E. %. 
E. C, team.—From photographs taken at the recent annua! 


| outing of the East Side Educational Club of Detroit, Mich 
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Mrs. 0. J. Oderfer, Mrs. A. H. Snyder 
Mrs, William Wendt and 


Top picture, back row: 

and Mrs. George Myler; front row: 

Mrs. John Marquardt.—Bottom picture: Miss M. Schartle, 

George Strachan and Miss L. Smada.—From photographs 

taken at the recent annual outing of the East Side Edueca- 
tional Club of Detroit, Mich, 


plumbing and heating of the State Hospital at Austin, 
Tex. 

The State Heating & Power Co., of Memphis, Tenn., 
has been awarded the $10,000 heating contract on the 
new I. O. O. F. building in Nashville. This company is 
also completing the installation of heating in a group of 
buildings for the Southwestern College, Memphis. 


The Board of Education has let a contract to Dunbar 
Plumbing Company for the plumbing of the Dunbar school 
at Tulsa, Okla. 

Edw. Hiker has been awarded the plumbing contract 
for the Good Samaritan hospital to be erected at West 
Palm Beach, Fla. 

C. D. Elder has been awarded the plumbing of the 
new brick and tile school to be erected at Gadsden, Ala. 

M. M. Herring will erect a $40,000 residence with two 
baths at Pasadena, Tex. 

B. E. Eaton will erect an Italian Renaissance type resi- 
dence with four baths, at Gulfport, Miss. 

William J. Meltzer has been elected permanent plumb- 
ing inspector by the common council of Madison, Wis., 
and has begun his official duties in that city. He has 
been acting in a temporary capacity since the resignation 
of James W. O’Connell last spring. Mr. Meltzer recently 
took the state plumbing examination at Milwaukee and 
passed it with the highest average received by anyone 
in the past two years, according to the Wisconsin state 
board of health. 

O. C. Steingraeber, Jefferson, Wis., has been awarded 
the contract to install a hot water heating system in the 
home of L. G. Anderson, Chicago, at Rockdale, Wis. The 
residence is on the experimental farm of Mr. Anderson. 
Mr. Steingraeber is just completing the work at the high 
school in Jefferson, 
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Dependable 


Hidden away in a dark sump, out 
of sight and out of mind unless it 
fails in its duty, the Cellar Drainer 
to be worth while installing must 
be absolutely dependable. 


an Advance Ideal 
Automatic Cellar Drainer has 
never been misplaced It is so 
simple there is nothing to get out 
of order. It is one cellar drainer 
that cannot stick or bind-——the 
location of the locks in the center 
prevent this 


Confidence in 





It operates on ordinary city water 
pressure and does not waste water 
as the valve is cither wide open 
(when operating) or closed com 






Patented 


pletely. Made in two sizes only, 

which can be furnished for cither 

Advance Ideal automatic or non-automatic opera 
Automatic at 


Order from your jobber. 


Cellar Drainer 
J. A. ZURN MANUFACTURING CO. 


Manufacturers of a complete line of plumbing 
specialties in cast iron and brass. 
ERIE, PENNA. 
Warehouse: 1624 South Clark Street, Chicago, Hl 
BRANCH OFFICES: New York, Philadelphia, Pittsburgh, 
Los Angeles, San Francisco, Seattle, Portland, Montgomery, Ala. 


Our 
Catalog 


LAst prices of our line 
m pages 1020 lo 1028 
of Domestic Engtneer- 
ing Catalog Dtrectory. 


>») 





Fig. D-1956—Steel Stand 
The most rigtd stand on the market 
Nottce the strong constructton. 

















Sent without 
charge 


A“Puller” for 
Hot Water Jobs 


This new eight page folder in six col- 
ors, with your name and address im- 
printed, will help you get new work. 
Order your supply now. 


COPPER t BRASS 
RESEARCH ASSOCIATION 
25 Broadway « New York 
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KEROSENE WATER HEATERS 
for your customers. They will save their owners money. 
“Holyoke Kerosene Water Heaters are compact, 


simple to operate and heat the water quickly. Kerosene 
is a clean, cheap fuel. 


Let us gire you more details. Write today! 


HOLYOKE HEATER CO. 


wy HOLYOKE, ae. 


zs 


<7 


U. S.A. 











PAULSoft Water 
GENERATOR 


Marks a new era in the science of | C L I MAX 


water softening. Less elaborate, 


less complicated. No moving parts | 

nothing to wear out. Simple to v— ( 

regenerate. Can be put on the regu- , e ar 
lar water service line or used with 
a Paul or other private water sys- 


* 
tem.. Ratings are conservative, D 
satisfaction assured. " rainer 


Paul Water Systems 
Why use uncertain and costly water-proofing of cement, 


aor 5) 53 asphalt, tar, etc., when the CLIMAX Cellar Drainer is 


Deep or Shallow Wells so positive, dependable and inexpensive? The CLIMAX 
Paul dealers and others interested in the is usually installed in the end; why uy something oe 


profitable Paul line will find the combination in the beginning? 
of the Paul Soft Water Generator and the 
favorably known Paul Water System for 
farm and home makes sales and profits sure. 
Now you can sell Water Softeners in the 
country as well as in the city. The line is 
priced right 





Write for more tnformation about 
the complete Paul line 


Fort Wayne Engineering & Mfg. Co. 
Main Office and Factory 
1706 N. Harrison St. Fort Wayne, Ind. BALTIMORE. MD. 


0 ° 
~ Pacific Coast Agents: 
) Catalog 
n Wm. P. Horn Co. 
| Deals > Rialto Building, 509 Wilcox Bidg., 
San Francisco, Cal. Los Angeles Cal. 


Jor FARM & HOME L. C. Smith Building, Seattle, Wash. 














Mention Domestic ENGINEERING when writing advertisers. 
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S soimming - ‘Pool News 


the 
be finished 
Peas 
the edge the pool will be 


It 
Durham, 


is expected that wading being constructed 


N. Cc 


is to be 


pool 
it 
The pool 
At 
the deepest point 15 inches. 


Within a 
the 
inches deep, and at 


will short time. 


70x30 situated on high school 


lot. 6 
The pool has been presented 
to the children of the city by the Kiwanis Club 

A movement Alton, IIl., for 
establishment pool, chiefly 


has been started in the 


of 
the children. 


a public swimming as a 


benefit for 

At a recent 
Ark., it was decided to back the movement for a concrete 
swimming pool. 
also backing this movement 


merce are 


A community swimming pool has been constructed near | 


ri., the that 
An estimate had been obtained on the cost of constructing 
a dam the the of 
Prontzinsky, proved too 

the farmers of the 


St. Charles, for farmers in neighborhood. 


running through farm Ben 
the 
decided to do the work them- 


A cement dam was built, and the community now 


in creek 


and when estimate 
vicinity 
selves. 
has a fine swimming pool. 

The 
with the 


Association is 
Ark., 


Many 


Children’s Playground 
Club of 
wading pool 


co-operating 
effort 
contributions have 


Lions’ Jonesboro, in 


funds for 


an 
raise a 
been received. 

The new swimming pool at St. John’s Orphanage, Phila- 
delphia, was recently dedicated 
the 100 


Its 


tt. 
was 


natatorium in being in 


5 


largest outdoor 
length and 35 
$18,000. 

E. 
is being constructed in Dighton, Kans., 


city, 


in width approximate cost 


M. Cole has begun work on a swimming pool which 


south of the courthouse. 


A meeting under the auspices of the Rotary Club was | 


held Eagle 
citizens the opportunity 


Iowa, in order to 


a talk on the 


recently at Grove, 


of hearing subject 


picture: John Marquardt with the two teams 
wheelbarrow race for boys, 11 to 15 years.— 
E. M. Doetsch with their chil- 
and first 
picture: Start of the girl's race.—Second picture: 
Miss E. Zeop and E. Cocquyt, the EK. 8S. E. C. 
baseball team.—From photographs taken at the recent annual 
outing of the East Side Educational Club, Detroit, Mich, 


Top row, first 
entered in the 
Second picture: Mr. and Mrs, 
den, Loretta, Betty, Dorothy Don.—Bottom row, 
balloon 


pitcher for 


meeting of the Lions’ Club of Fayetteville, | 


The Rotary Club and Chamber of Com- | 


high, 


to 


The pool is said to be the | 


about three blocks | 


give | 
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HIGH TEMPERATURE 


IN RANGE BOILERS 


MORE DESTRUCTIVE THAN 


DYNAMITE 


UNLESS CONTROLLED BY A DEPENDABLE 


TEMPERATURE RELIEF VALVE 
TRADE B. B. MARK 3 in 1 


The Best Made Triple Protection Inlet 34" 1.S 


x 

cc 35. 
ar 
— 


ad ff 


/ 


BLS 


Ili 
uni 


SECTIONAL VIEW 


TEMPERATURE—PRESSURE—VACUUM 


Boiler Relief Valve 


The Best on the Market 


ABSOLUTE PROTECTION 
Under all Conditions 





Ask us to Send you our Story 


‘Why Boilers Blow Up” 





BOSTON BRASS CO. 


137 Bacon Street Waltham, Mass. 


For more than 50 years manufacturers of 
Reg. U. S. 


TRADE B. B. MARK 


Patent Office 


Quality Plumbing Specialties 
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BLACK ASBESTOS 


FURNACE CEMENT 


) RUTLAND CO." 
FI LAY 

RUTLAND VT RE Ce Gall 
+ 





This furnace cement 
is “gas-tight” 


Does a better job 
—yet costs less 


UTLAND Furnace Cement is not 

only impervious to gas but it is 
guaranteed not to crumble or fall out 
with the heating and cooling of the 
furnace. 


Its binder and other materials 
coalesce (fuse together) to form a 
stone-like substance that becomes 
strongly cemented to the iron. 


Rutland Furnace Cement is 10% 
to 15°;, bulkier than other cements. 
Therefore, it costs less. 


Freezing does not injure it. It 
absolutely will not harden in the 
closed package. Neither will it 
separate. We furnish a Quick-Setting 
Cement for Repairmen and a Slow- 
Setting Cement for Manufacturers. 


Write for prices and 
booklet 
WRITE today for prices and detailed infor- 
mation about Rutland Furnace Cement. 
We will also send our booklet, ‘‘Unvarnished 
Facts’’ which describes all Rutland Useful 
Products. 


RUTLAND FIRE CLAY COMPANY 
Dept. C-29, Rutland, Vermont 


Other Rutland Useful Products: 


Pipe Joint Cement Plastic Stove Lining 
Asbestos Boiler Covering 
Waste Pipe Cleaner Stove Pipe Enamel 
No-Tar No. 4 Roof Cement 


Rutland 


USEFUL PRODUCTS 
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September 1 


of the construction and financing of swimming pool: An 
architect from Sioux City explained met liods 
which have proved successful in neighboring town 


various 


A new swimming pool is being constructed at the Kent 


State Normal School, Kent, Ohio. 


At a recent meeting in Wakefield, Nebr., a committer 
was chosen to look for a favorable location for a swim 
ming pool in that city. 

Members of the Rose City Park district, Portland 
Oregon, have presented a large petition to the city idi 
tor to make provision for the installation of a swimming 
pool and children’s playground at the Rose City golf 
links. 


A swimming pool 50x105 feet has been constructed by 
A. J. Smith at Sharon Springs, N. Y. 

East Lake Park, Chattanooga, Tenn., is to be developed 
and the improvement will probably include a swimming 
pool. 

Tex., 


Grand Prairie, is planning the purchase of a 50 


acre site for a municipal park, and improvements will 
include a swimming pool. 

The Elks of Birmingham, Ala., of which Harry ( 
Goodman, 1 South Twentieth street, is exalted ruler, ar: 
planning the construction of a club house and _ hotel 
building, to contain a swimming pool. 

The Park Point Community Club, of Duluth, Minn 


has filed a request with the city clerk that city budget 
plans for 1926 include a sum of money for the erection of 


| comfort stations and bathhouses at Park Point. 


Bids are now being taken for the construction of a 
public comfort station in Edgewater Park, by Edgewater 
Drive, by the city of Cleveland. O. F. S. 
Hall, Cleveland, is director of parks and public property 


Harmon, City 

The Board of City Commissioners, City Hall, Bayonne, 
N. J., of which Bert Daly is chairman, 
erection of a comfort station in that city. 


is planning the 


The contract has been awarded for the construction of 


a comfort station in Palisades Park, Santa Monica, Calif 


(i entral Heating 


Central College and Academy of McPherson, Kans., is 
just completing a $10,000 centralized heating plant and 
system to supply heat to the four large buildings 
also to the dormitory 


now 
on the campus, and boys’ to be 
erected next year. 

Reedsburg. Wis., is considering a plan whereby heat 
will be furnished to the business district and a few other 
buildings. E. E. Dillon, consulting engineer, Madison 
Wis., proposes to construct the heat mains to extend about 
one block beyond the business district. 

The Ellendale Electric Co., Ellendale, N. D., is prepar 
ing to extend its steam heating service to another business 
block during the fall. 

Ryderwood, Wash., is calling for plans for the entire 
remodelling of its central heating system, about $°5,U00 
being available for this purpose. Plans and specifications 
are in the hands of E. N. Larry, of the Long-Bell Lumber 
Company, and C. W. May, of The will 
care for the heating of the business section, the church 
theater, community house and dormitories of the [ong- 
Bell Company. 


Tacoma. plant 
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KNEW an old Irishman once who 
| hadn’t had any education. He was 

poor, he never worked—in short, he was everything 
which the average person thinks of as not quite proper. 
And yet I have seen men who had education, brains, posi- 
stand around and listen to him talk. Why? He 
had character. He had acquired a reputation for saying 
true things in a humorous manner. 

What lines get a laugh in the theater? Watch the 
next time you go and see. They're those lines which have 
wrapped up in humor some fact about the kinks in human 
nature which every one of us knows of. And it doesn’t 
make any difference if the kink gpplies to yourself or 
myself. We get it all the more quickly, but we still get 
a laugh out of it. 

A very successful salesman I know went in one day 
to see an old, crusty prospect. The prospect abused him. 
The salesman turned on the old fellow and laid him 
out. I couldn’t get the idea. I asked the salesman how 
he ever expected to sell that man, or any other, after 
talking to him in that way. ‘Listen,’ said the salesman. 
“You can say anything true if you wrap it ie 
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in a smile. 
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They Last as 
Long as the 
Building 





Hessler Roof Flanges 


have not only won a reputation for dura- 
bility, but are most easily and quickly 
applied by one man without the use of 
special tools, hot lead, fire, oakum or putty. 
There are now over two million Hessler 
Roof Flanges in use and sales are increasing 
every day, because once tried they are 
always used. 


Made in Galvanized or Copper for all size 
pipe from 1 to 6-inch. One size will 
flash standard or extra heavy pipe. If 
your jobber cannot supply you write us— 
we will see that your requirements are 
filled. 


H. E. Hessler Company 


Syracuse, New York 
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That’s what's back of the success which master plumb 


ers and heating contractors enjoy in the use of the Epi- 


grams. They grin out at the passerby and tell him or her 


things about himself or herself—-always put, of course, as 


if it were about all human nature that are true and that 


are humorous 


They get an answering grin They're remembered. You 
know the psychologist says, if you want yourself, or a 
product, remembered, associate it with something pleas- 
ant It seems that unconsciously we try to forget un 


pleasant things, just as, unconsciously, we make an effort 


to remember a humorous story or remark in order to 
repeat it over the dinner table. 

The cost of using the epigrams is: One piece of chalk 
and one blackboard. 

With modern women the ‘‘rag’’ and the ‘‘hank of hair’’ 
are rapidly diminishing 

* * * 

What’s the rush? If you made plans in advance you 
wouldn’t have to rush—if you haven't, it won't do any 
good 

+. . * 

A writer calls cooking a “love art.” The delicatessen 
has become the love art studio. 

* * 7 

These days a girl must be well-read to have ‘that 
schoolgirl complexion.” 

o * * 

Silence has kept more friends for me than talk has 
ever made. 

. + * 


Even when hearts are trumps, diamonds take the trick. 
oF e . 
Fame has one price—-work, payable in advance. 


















It’s Here 


A Thoroughly Dependable 
Line of Brass Fittings 


High in Copper Content, 
making a closer grain 
metal, unusually heavy, 
preventing sand holes and 
splitting in installing 
All fittings branded P. B. F 
We stand behind them 
























Look for the Brand. 






PHOENIX Brass FOUNDRY 
Irvington, N. J. 
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a Day Movement 


They serve for the 








REVERSIBLE 
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moment and their effectiveness is exhausted. The thin! 
ing merchandisr looks for something which will ha 
a longer existence and exert its influence consistently 0, 
a long period of time. There is only one way to do t! 
job correctly That’s to find an idea that strikes t 
self-interest of your prospects more deeply than the mere 


, 


appeal of “‘price’’ in a special ‘‘sale’’ which we all qu: 
tion more or less. You want something that really has 
a bearing on the whole life of the reader who is the 
prospect 

And that is the kind of an idea represented by the 
bath a day movement—the fact that health, which cer 
tainly has a bearing on the whole life of every one of 
us, ought to be guarded and tended carefully. How? 
Well, you are suggesting one way—the bath a day habit 

Most of us are proud of our good health, if we have 
it, and are anxious to gain it if we haven’t. So, to every 
one, your bath a day message helds a deep interest. You 
have struck a note of self-interest that is vital to every 
human being. 

Once the bath a day habit has been acquired, the ne- 
cessity for the complete and better type of bathroom 
becomes apparent. Suppose you drove your car only 
once a week. It would last for a number of years, 
wouldn’t it? It would look well so long as you kpet it 
jut commence using it every day, giving it some hard 
driving. You will begin to hear the rattles and squeaks, 
you will begin to be conscious that it doesn’t look so new 
and shiny, and pretty soon you'll know that you need a 
new car. You'll know that from the standpoint of ser- 
vice, it’s a back number, as well as from the standpoint 
of style. 

So with anything we use. The bathroom is no excep- 
tion. Its faults will show up under daily use. 


It’s on right the first time 


because S. 


Cantilever is Reversible 






That means yqu simply apply the 
wrench directly to the pipe (not one 
side or the other) without first figuring 
out whether you want to take-up or 
back-out. Just put ‘er on, pull either 
way, and she grips. 












There is no necessity to take CAN- 
TILEVER off the pipe to reverse 
pull the handle in the other direction 
that’s all. No fussing or cussing. 


Every Chain Proof-Tested 
Ask Your Jobber 













Cantilever Wrench Corporation 
Paterson, New Jersey 
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REPORTING A GOLF MEET 


Not long ago they sent me to report a golf game The 
night before I got all the books on golf I could lay hands on, 
ind read up on the game I remembered in the army ones 
I was told to go out into a nearby field and hold a bag 
while the rest of the fellows in my squad room beat up 
some animals with a queer name I have always suspected 
that there was a catch in the thing, and I was determined 
that I'd he posted on golf so no tricks could be played 
on me. 

Immediately upon arriving I inspected the course and 


found the requisite number of tees and greens. 1 did see 
a sign marked “nineteenth hole,” but I was unable to find 
i green to correspond with it, so I presume that this was 
1 little joke. It certainly was a good thing I had read up 
the night before, and knew that there were only 148 holes 
to a course, Otherwise I might have wasted valuable time 
trving to find the 19th. 
{ll around the first tee I noticed several signs which 
read, “Kindly replace divots.” I went to the starter and 


requested the privilege of receiving a divot, as I supposed 
with the Fo 


or other, when I expressed my sincere intention to replace 


it had something to do game, some reason 


the divot in accordance with the signs, a number of men 

who were waiting to play laughed heartily. However, I 

had to do without my divot, as the starter satd he had 

run out of them. 

When it came my turn to drive a ball from the first tee, 
I set it up carefully on a little mound of sand. Now, I never 
had any trouble in giving a croquet ball a good smack, but 
to my surprise I was absolutely unable to hit the golf ball. 
When I had taken three swings someone called, “Three 
strikes. You're out.” So I retired to a bench to wait until 
I might have another chance. 


When, at last, I had another chance, I managed to knock 


the ball a short distance along the stretch of grass, although 
it went somewhat to the left. As I came up to my ball, I 
noticed a man from what I later found to be the second 
tee, drive his ball toward me Supposing that he would 
appreciate the favor, I waited until the ball reached me, 
made a neat stop, if I do say it myself, and threw it back 
to him. The way that man spoke to me! It was really 
most indelicate. 
Another friendly overture of mine met with a most 


In fact, I do not think I shall ever speak 
to the man in question as long as I live. I had completed 
the first hole in what seems to me a record for the course 

I have heard that the professional takes 72. 
As I came toward the second tee I saw a man whom I had 
met at one of He was facing 
his bal! and waggling his club in the approved style when 
I came up and slapped him on the back, saying heartily 
“How do you do, Mr. —,” I shall not 
name. The things that man said! 


serious rebuke. 


27 strokes. 


our last winter conventions. 


mention his 


There were a number of traps on the course, and as I 
kept in mind the fact that when one is out in the field 
he ought to keep his eye open for technical facts, I visited 
each of the traps. I was unable to learn, even from the 
man who seemed to be steward for the club, whether or not 


these traps were of the syphon or non-syphon type 


When a ball 


home a stout 


that the word “stymie« is used 


stands between yours and the hole On the 
the 


I learned 
way 
said, “Pardon me, 
madam, I'm stymied.” turned on me and said, “You ought 
to be ashamed to admit it in a like this.” Now 


could she have meant? BY Ss 


lady stood in doorway of the car I 


She 


crowd what 
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No. 200 


A NEW SHOWER 
DRAIN CIRCULAR 


— It’s Free 


Let us send you a copy 


The complete line of Groeniger 
Testite Shower Drains is illustrated 
and described together with a full 
table of roughing1n measurements 


TESTITE DRAINS 
Are Low in First Cost 
Eliminate Drainage Leaks 
Save Money for the Plumber 
The Groeniger Manufacturing Company 
Columbus, Ohio 


Qy 

















RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 
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We claim to make the 
BEST nipples that can 
be produced from brand 
new and perfect pipe by 
the most modern meth- 
ods and machinery. 
After you’ve used them 
you’ll agree with us. 


PABST 
QUALITY 
NIPPLES 


Fred Pabst Company, Manufacturers 
917 Chestnut Street 


Your jobber has them or 
will get them for you. 


Milwaukee, Wisconsin 
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Number 19—Special Light Bar 


d Haven Brass Foundry, Grand Haven, Mich. 
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MODERN IRON ‘WorKs | 
Manufacturing | 
Plumbing and Heating — | 
Supplies | 


QUINCY, ILL. 


Factory and General Offices: 
SALES OFFICES: 





HENRY STEIN JAS. F. O'HARA . F. BULKELEY | 
50 Cliff St. 2405 ist Ave., S. 213 ‘Hampshire Road | 
NEW YORK CITY MINNEAPOLIS CLEVELAND, OHIO ff 
CHAS, W. BADGER GEO. E. COOKE EDW. L. CULIN | | 


Underwood Bidg. 
SAN FRANCI 
J. R. sp i 4 co. | 
602 New Birks Bid if} 
MONTREAL, ‘QUEBEC } 


Peoples Gas Bidg. 202 Baltimore Bidg. 
CHICAGO KANSAS CITY, MO. 


ALLEN, SPROULL & ALLEN 
Burk Burnett Bid 
FORT WORTH, TEXAS 
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WADE Water Jacket Grease Trap 


The unusual success of 
this trap is due to the spe- 
cial design and working prin- 
ciple. Entire body, walls 
and center partition sur- 
rounded by cold water. 
Grease congeals as soon as 
it enters trap and floats to 
top where cleanout cover 
permits easy removal. 

Used largely under kitchen 
sinks in hotels, clubs, etc. 


WRITE FOR CATALOG. 


















B-Fig. 27 
WADE IRON SANITARY MFG. CO. 
551 W. Fulton Street, Chicago 
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L.S.D. POSITIVE 
HOT WATER 
CIRCULATING VALVE 


Insures hot water at the faucet at all times. 


Prevents drawing cold water from bottom of 
tank through return end of circulating pipe. 
Sold by plumbing jobbers. Positively guaranteed. 


Write for descriptioe circulars 


L. S. DLUGOSCH 
STORM LAKE - IOWA 
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@ JOHNSON GAS LIGHTERS 








{\ 
Ny MAKE DOLLARS for === 
~ = =—~ 
YOU RAIN or SHINE i 
Sell and install & JOHNSON GAS Je 
a | LIGHTER with yf new coll w 
— t —— ter heater and uip all of the Old 
| } ones. Add YOU ae to the 
| list of satisfied thousands now using 
| JOHNSON GAS LIGHTERS — 
a1 are aomsoves by Und 
eo mae oolproof. Postive RED 
Ss ING indication showing«when the 
am lee yd is lighted or the gas turned off. 
eT i IL © guessing, action ect. 
= <1 Geta supply from your Jobber today. 
wine RED RING a Write us for circulars. 
hook on W ate up- 
stairs, lighte beater ‘= Johnson - Murphy Co. 





base 

RED RING shuts off 
gas. POSITIVE AC- 
TION. 


10226 Woodward Ave. 
DETROIT, MICH. 
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PATENTS 


Plumbing Department 


1,550,301. Pipe-Parting Overshot. Paul F. Yungling 
Angeles, Calif. A pipe parting overshot comprising 
a pointed dog carried by said body adapted to he 


Los 


a body, 


| forced between a pipe coupling and one of the pipe sections 


| attached to a wall, 


connected thereby, said dog being provided with a crimp 
ing edge adapted to crimp the pipe section inwardly away 
from the interior surface of said coupling. 
. * * 
1,550,485. Anchoring Shank for Bathroom Fixtures 
John H. Balmer, Maplewood, N. J. An anchoring device 
for fix'ures comprising a shank adapted to be connected 

















1,550,301. 1,550,486. 


to a fixture and provided with transverse grooves disposed 
in staggered relation, 

7” o * 
Toilet Accessory. John H. Balmer, Maple- 
wood, N. J. An accessory for toilets constituting a com- 
article holder comprising a base adapted to be 
a pair of vertically spaced forwardly 


1,550,486. 


bined 


| projecting lugs having outwardly diverging confronting 


to its seat, 


upper and lower walls defining a wedge shaped recess 
therebetween, a depression in the upper face of the upper 
lug constituting a smoking refuse receptacle and a depres- 
sion in the upper face of the base constituting a match 
box receptacle. 

* 

1,550,738. Filler Spout. Amos O. Payne, Wichita, 
A filler spout comprising a tubular casing having 
a valve normally seated upon said seat, means 


* * 


Kans. 


a valve seat, 





for unseating the valve, latch for holding the valve 
unseated and means controlled by the level of the liquid in 
the receptacle in which the fluid is discharged from the 
filler spout for unlatching the valve so that it will return 
said means comprising a diaphragm chamber, 
a diaphragm in the chamber connected to the latching 
means and a pipe leading from the diaphragm chamber to 


a 
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Equipped with our 


Medal Winner 


PURO 
JUNIOR 
FOUNTAIN 


A Strictly Sanitary Drink 





A Design for Every 
Requirement 





URO Coolers BURO 








Efficiency 
Service 
Economy 







A Builder of Good Will 
for the Plumber 












Send for Catalog 











Puro Sanitary 
Drinking Fountain Co. 


HAYDENVILLE, MASS. 






























Heats R , 
ore equires 
Water Less 
With Pipe 
Less ane 
a Fitting 
The New Gas Water 


OHIO HEATER. 


is designed to give the kind of service that your custom- 
ers have a right to expect. It is easy to install, simple 
to operate and heats the largest amount of water in the 
shortest possible time. Literature describing its many 


definite advantages will be gladly furnished upon | 


request. 
THE OHIO HEATER COMPANY 
COLUMBUS~— - - OHIO 
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The PENN 
Vise Post and 
Pipe Bender 


Pays for Itself 
Every 60 Days 


Easily Handled— 
Made in two alzes 


If your jobber does 

not have it, write us 

and give us his name, 

or we can supply 
you direct. 


Ol 


Made by 


PENN 
Engineering Co. 
| Reading Pa. 


ING when writing advertisers. 
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CLEGHORN COMPANY 








54 Batterymarch Street Boston, Mass. 





LONI S| 


i i 


s 


furnish an ample supply -of clean, rust-free hot 
water with the minimum of fuel consumption 
One coaling lasts fifteen to twenty hours. Made 
in five handy sizes. Write for particulars-TODAY 


Use Your 
Own Pipe 


and 








C.3.B. 


SPRINKLER HEADS 


and you can get your share of the sprinkler 
installation business in your locality without 
the slightest difficulty. We can furnish C.S.B. 
Sprinkler Heads in any size, type or quantity 
desired. Also Alarm Valves, Dry Valves, 
Retarding Chambers, Circuit Closers and any 
other fittings you may require. Be sure to 
keep a stock on hand for quick replacement 
work after a fire. 








C. S. B. SPRINKLER CO. 


54 Batterymarch St. Boston, Mass. 
Factory: Laconia, New Hampshire 


Canadian Representatives: L. E. Moulin Co., Inc. 
142 Inspector Street’ - Montreal, Canada 
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the discharge end of the filler spout, said pipe having an 
opening between its ends communicating with the inter 
of the filler spout 

. . - 

1,551,226. Mixing Valve for Tub and Shower Bat! 
Orvis W. Vallier, Watertown, N. Y., assignor to J. B. Wi 
Incorporated, Watertown, N. Y. The combination with 
bath-tub and a shower head and separate sources of cold 
and hot water, of a conduit extending between the tub 
and shower head comprising aligning branches, and 
hollow mixing valve for supplying water at different te: 
peratures to said branches simultaneously, said va! 
having an open end and its interior being in constant con 
munication with said branches and having separate radial 
ports adapted to receive the cold and hot water from said 


sources 














1,551,885. 


1,550,809. Drain for Refrigerators. William L. Hum- 
mel, Chicago, Ill. The combination with an ice box having 
a drain pan, an outlet for said drain pan, an outlet in 
bottom of the ice box, a drain pipe connecting said 
outlets, said drain pipe comprising two U-shaped members 
adapted to frictionally engage with each other, the abut- 
ting walls being curved, whereby said members are yield- 
ingly held together, said curved walls also being tapered 
in the direction of their length, and a plate, said plate 
being adapted to cover said outlets and said drain pipe 
so as to prevent any cold air from escaping. 

> * * 

1,551,885. Automatic Gas-Controlled Water Heater 
Herbert Grant Jensen, Detroit, Mich. A thermostatically 
controlled valve, comprising a casing, a closure for the 
bottom of the casing having screw-threaded engagement 
with the casing, a movable bushing in the closure, a 
threaded stem in the bushing, a thermostatic wafer at the 
upper end of the stem and of less diameter than the bottom 
closure, a ball valve above the wafer controlling the flow 
of fuel, a spring around the stem between the wafer 
and the closure, and a gas-tight cap on the closure con- 
fining the bushing. 

* * * 

1,551,227. Water-mixing Valve. Orvis W. Vallier 
Watertown, N. Y., assignor to J. B. Wise, Incorporated, 
Watertown, N. Y., a Corporation of New York. The com- 
bination with a hollow body having spaced hot and cold 
water receiving arms and having a valve chamber com- 
municating with said arms; and a valve rotatable in said 
chamber adapted to control the dispensing of the water at 
different temperatures of a threaded stem for rotating 
said valve in opposite directions, means engaging [he 
threads of the stem for limiting its rotary movements 
and a spring washer mounted on said stem adapted to re- 
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siliently hold the valve in its seat and to prevent the cant- 
ing of the valve and stem. 
. 





* . 


1,552,159. Valve Stem. Gustav Holter, Seattle, Wash. 
An adjustable valve stem comprising a stem member, a 
handle, a worm on the lower end of said stem, a casing 
adapted to receive said worm, a cap for the casing, said 
casing having a therein, threadedly 


recess a 


nipple 


lean ¢ 


H 


— 
3 


- 





1,581,227. 
mounted within said recess having slots therein, a reduced 
portion of the upper terminal of said worm, and a ring 


mounted within said reduced portion adapted to engage 
the bottom of said nipple upon the upward movement of 


said stem and the bottom of said recess upon its downward 


movement. 
* * * 
1,551,498. Laundry-Tray Faucet. Otto G. Hitchcock, 
Erie, Pa., assignor to Hays Manufacturing Company, Erie, 
Pa., a Corporation of Pennsylvania. In combination with 
a laundry tray faucet, a clamping bracket fixed to the 


base of the same and comprising a downwardly extending 
apertured rear portion, clamping plate formed with 
downwardly extending ends, and a screw bolt for drawing 
said bracket being apertured 


a 


the two towards each other, 
to permit its attachment to a wall. 





1,551,498. 


1,552,101. Valve. Ernst Wiechmann, Milwaukee, Wis. 
In a spigot having a body portion, an operating spindle 
provided with a crank, a valve rod operatively coupled 
the crank and having and 
wardly extending portion, the combination of an annular 





to a collar thereon, a rear- 
valve seat convex in cross section, a relatively soft disk 
like valve having a cylindrical outer surface, said disk 
being positioned upon the rearwardly extending portion 
of said valve rod and against said collar, a metal backing 
member positioned upon said valve rod rearwardly of said 
valve, and adapted to engage said valve seat when said 
spigot is fully closed, and a nut screwed upon the rear- 
wardly extending portion of said valve rod and forcing 
said backing member against said valve, said backing 
member being of a diameter greater than said valve at its 


contacting with the 





front end, and said valve convex 















I NGINEERING 








Strength—Speed — Stability 


Three outstanding essen- 
tials for a pipe threading 
machine—All embodied in 
the Bignall & Keeler Line. 


Thread It Today onaB& K 





BIGNALL & KEELER MACHINE WORKS 





PEERLESS of the N. O. Nelson Mfg. Co. 
® BEK hg EDWARDSVILLE, ILL. 
\, y y} 
a oN 





LION 
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PEERLESS 





,PEERLESS 


DBEKL" 
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BRAND 





Guaranteed 
Dowelled Seats 


are made from lumber which has been 
thoroughly dried in our own kilns; are 
built by the most approved method of con- 
struction and finished with a high grade 
moisture proof varnish. Each seat is packed 
in an individual container. Order from 
your jobber. 


The Olmstead-Thomson 
Manufacturing Company 


New Britain Connecticut 
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CCUM: 


valve seat approximately at the central portion of 


| 





convex surface 
om a2 a 
Water Heater. Henry C. Flacke, Sr., B 
assignor of one-half to Harry W. Poerne: 
Buffalo, N. Y. A water 
heater, comprising a 
casing, a hollow dis 


& 

550,52 f 
re ee ee, placer in the casing and 

3 r~ - . 
i : j spaced therefrom, an in 
. p let pipe communicating 
os if. with the interior of the 

New” style generator - ’ 

¥ j displacer and with the 


hp hp poi tbbr~ 4546 
POVeveyeyyyy eye Ty 


placer and casing, an 
outlet pipe communicat 
ing with the casing only, 
said inlet and outlet 


the entire fire pot 


which can be re 

a  dhaenastion space between the dis 
DETROIT 

Fire Pot 
No. 50 


1,550,529 
pipes both secured to the displacer and centering the same 


in the casing 


Heating Department 


1,550,690. Steam Trap. Leonard D. Goff, Three 
Rivers, Mich., assignor to Armstrong Machine Works, 
Three Rivers, Mich. In a steam trap, the combination 
of a main casing, an outlet valve therefor, an inverted 


The kind that every real mechanic likes to 
use—-strong, reliable, easy to clean and 
capable of standing any amount of rough 
usage. If you are interested in better gaso 
line tools, write for a copy of the DETROIT 
Catalog -NOW. 
bell-shaped float with a small vent in its top, a compound 
lever means connecting the said valve to the said float, 
and opposed pieces of thermostatic metal disposed within 
the casing in position to hold the valve depressed and 
| open until acted upon by heat whereby the valve acts 


DETROIT TORCH & MFG. CO. 


DETROIT, MICHIGAN 
New York Office: 45 Warren St.; Canadian Rep.: George P 
Fraser, 39 Tyndale, Toronto; Kettman & Ten Eyck Sales Co., 


2131 E. 9th St., Los Angeles, Calif to close the discharge in a normal manner when heated 
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and also is held in open position when cold and until the 








parts become heated thus insuring the discharge of water 


and air, coacting as specified. 
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Don’t Overlook 
This in New York 


ISIT the Hotel Martinique 
look the inviting, com- 
fortable rooms over — note 
the genuine convenience of 
location, where you are right in 

the heart of the busy shopping a). 

district and within easy dis- 1,550,690. 1,550,714. 

“The Best tance of all business centres. 1,550,714. Air Conditioning and Distributing Appa 


Without You will be surprised at the | ratus, Albert E. Stacey, Jr., Essex Falls, N. J., assignor to 

9” unusual rates of this popular | Carrier Engineering Corporation, Newark, N. J. The com- 
Extravagance New York Hotel. You can enjoy 
all the comfort and conveni- : 

ence of the Hotel Martinique | ove side thereof for the discharge of air from the duct, 

at rates as low as $2.50 per day. | means for delivering air to the duct, a deflector extending 


Club breakfast at 45c—table /emsthwise of the duct opposite said discharge opening 
d’hote dinner at $1.25—also a and arranged to leave openings between its side edges 
la carte at unusually moderate | and the duct for the escape of the air laterally between 
prices. 





bination of an air distributing duct which is open along 


the deflector and the duct, and means for varying the 


A. E. SINGLETON, Res. Mgr. | Width of said openings between the duct and deflector to 
regulate the discharge of the air. 
* * * 


Ho I EL MAR I IN IQUE ,551,166. Two-Way Valve. Karl O. Nelson, Mil 
° ° . waukee, Wis. A valve comprising a body portion having 

Affiliated with Hotel McAlpin . % ee ee ee 
three fitting-receiving apertures extending thereinto, said 


Broadway—32nd to 33rd Streets body portion having a flat face and having three ducts 
opening through said face and communicating with said 
New York apertures, a movable disk forming the exposed top of the 


valve having a flat face in contact with the flat face of said 











HEGGIE*SIMPLEX 


[ FORMERLY SIMPLEX | 












































Made of Firebox Low Carbon Steel— 


the Quality Standard among Boiler Materials 


HEN you see a steel plate going into the presses at the 
big Heggie plant, you know that it is genuine firebox 
steel of lowcarbon content—guaranteed to work up without 
brittle spots into a tenacious and practically unbreakable unit. 


The Heggie-Simplex boiler 
combines in one portable, elec- 
tric- welded steel unit all the 
recognized advantages of both 
firebox and return tubular, 
double pass boilers. It has four 
distinctive features of funda- 
mental importance: 


1. Extra large firebox and 
direct heating surface. 

2. Secondary combustion 
chamber toprovideam- 
ple room for complete 
combustion before en- 
tering flues. 

. “Rear-front-rear’” pas- 
sage for the gases. 

- Asingle, unimpeded, 
freely circulating body 
of water. 

Made in a complete range of 
sizes for bungalows,residences 
and all larger installations. 


You also know that it is as heavy a plate as any ever used in 
boilers of similar size — and heavier than most. 


This same care of quality follows through every detail of mate- 
rial and manufacture. From the first day when this unique, 
portable steel boiler is carried in and connected, this policy 
assures you of uninterrupted satisfaction. 


Upon request—a simple, accurate chart and description 
showing how the Heggie-Simplex saves 25% to 45% of the 
fuel, burns any fuel smokelessly, reduces firings by 50%, saves 
33% the floor space, flues clean from the front—and how much 
more simple and less expensive to install. 


HEGGIE-SIMPLEX BOILER COMPANY, Joliet, Illinois 


Representatives in 


Akron 
Albuquerque 
Amarillo 
Atlanta 
Baltimore 
Birmingham 
uffalo 


Casper 
Charlotte 
Chattanooga 
Chicago 
Cincinnati 
Cleveland 
Columbus 
Dallas 


Just look up “Heggie-Simplex Boiler Co.” in the phone book in any of the above cities for representative’s number and address 


Representatives in 
Houston Nashville Rochester 
Joliet New Orleans San Antonio 
Kan. City, Mo. New York Schenectady 
Little Rock Okla. City Shreveport 
Lubbock Omaha Spartanburg 
Memphis Philadelphia St. Louis 
Minneapolis Tampa: Toledo 


Dayton 
Denver 
Detroit 
Duluth 
Elmira 
El Paso 
Harrisburg 


ELECTRIC -WELDED 


HEGGIE-SIMPLEX 


STEEL BOILERS Pittsburgh 


Raleigh 




















Re ading Pipe 


[ npainted 
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Reading Pipe 
Painted 
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Reading's Spiral Knurl Mark 


is Permanent Identification 


HEN you specify Reading Genuine Wrought Iron Pipe you can be sure to get Reading 
Pipe, for the distinctive Spiral Knurl Mark is posztrve identification. 


And should you buy a building that someone else erected, you can tell at a glance whether 

‘e« ’* ° 9 . . . . . . 
or not the pipe is “‘Reading,’’ even if it’s painted, for the Reading identification is 
permanent identification. 


It is a good thing to mark a pipe in such a way that easy identification is a certainty. It is a 
better thing to go a step further and make that identification both positive and permanent. And 
the Reading Iron Company has taken “‘that step further’’ for your protection. 


Specify Reading Genuine Wrought Iron Pipe and look for the Spiral Knurl Mark. Then 
you can be sure of a life of service two to three times that of cheaper pipe. 


READING IRON COMPANY, READING, PA. 


World’s Largest Manufacturers of Genuine Wrought Iron Pipe 


Boston Seattle Pittsburgh New York Baltimore Los Angeles 
Philadelphia Dallas Chicago San Francisco Cincinnati St. Louis 


DING PIPE 
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body portion, a rod carried by said disk and extending 
through the body portion, a spring surrounding said rod 
and urging such rod downwardly, said disk having a 
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pair of spaced apertures extending through its flat face 
and having a duct connecting said apertures and located 
completely within the body of said disk, and means for 
operating said disk. 

* a * 

1,551,519. Oil-Burner System Frank Streich and 
Paul B. Streich, Joliet, Ill., assignors to General Oil Burner 
Corporation, Joliet, Ill. In oil burner systems, the com- 
bination of an auxiliary oil tank, a main supply pipe there- 
fore, an oil reservoir thereabove, having an overflow 
leading to said tank, an oil pump for pumping oil into 
said tank and having a suction 
pipe leading from said tank and a discharge pipe leading 
controlled three way inlet 


into said reservoir and 


to said reservoir, and a float 
valve interposed between the main supply pipe and suction 
pipe of the oil pump, and having an inlet submerged in 
the oil in said tank, said valve being controlled by varia- 
tion of the level of oil in auxiliary supply tank 
a *” * 

Oil-Burning Mechanism. Enoch Arthur 
An oil burner comprising a circular 


1,551,168. 
Pearson, Chicago, Il. 
member having a convex cross-section, an integral hemis- 


20. 


77 
RR 


1,551,519. 

















1,551,168. 











Be ee atacalas 
pherical portion in the center of said member, 
said portion for ejecting oil over the surface 
and integral concentric stepped grooves on said member 


joining the lower edge of said hemispherical portion. 
” + * 


means in 
thereof, 


1,561,5 
i 


11 Humidifying Device. John F. Futcher, 
Chicago, I 


l.. assignor of one-half to J. Ford Hawes, 
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The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of 


piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 14% and 2 inch. 

1\ inch will take care of from 4% inch to 2 inch supply. 

2% inch will take care of from 2 inch up to 4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 


Robert Stinson, 216 Market Street, Pittsburgh, Pa. 








When you need 


Soldering Flux, 


Try Yager’s. 
\ Ib., 1 Ib. and 5 Ib. 


Au Your dealer will supply you or 
write us and ask for Free samples 


ALEXR.BENSONCO.,INC., HUDSON, N.Y. 


For list of distributors see 1924 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronte & Montreal 








Tested and 


Guaranteed 


Made from the purest of 
copper. Spuds tapped with 
a deep thread to fit full 
nao y twenty rods. 
ested before shipping and 
uaranteed to stay tight as 
ong as the copper itself 
lasts, 


Manufacturers and jobbers: Our prices are right. 
Write us for quotations on your requirements. 


The Reichert Float & Mfg. Co. 
2238 Smead Avenue Toledo, Ohio 








A range boiler job isn’t 
finished until it’s insulated 


ASBESTOS 


TANK JACKETS 


Show the home owner the importance of jacketing 
his hot water tank——he saves a good portion of his 
gas bill. Tell him how the Carey Asbestos Tank 
Jacket prevents heat loss by applying correct 
insulation principles——tiny dead air cells in layers 
of asbestos. Write for Prices 


THE PHILIP CAREY COMPANY 
261 Wayne Ave., Lockland Cincinnati, Ohio 
Branches and Distributors in 50 Cities 


All standard Tank 
sizes. Shipped as 
complete unit. 
Easily applied. 
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Chicago In a device of the kind described and in com- 








bination, a chambered receptacle adapted to contain a 


— ‘y 
A GOOD ae For YOUR Men H| | quantity of liquid, and having a port adapted to communi- 


cate with the intake of an engine, absorbent means in 





a Fitt t J 8) ° . . . , b 

E senenand “OU LAR” omen Mere : said receptacle above the level of said liquid and below 
and bottom are of seamless drawn steel, and | Si ¥ i sing any vé - assed the rh 
are welded together. Ring reinforces bottom. (ff said port for diffusing an} : — passed th rethroug ss 
Bushings also welded into place. Reservoir (§ and a conduit communicating with a source of vapor 
has funnel, and filler plug has patented (|f F : 3 
“DUST PROOF” cap. Mi | supply and opening into said receptacle, whereby said 
Ask for catalog on the full “ALWAYS |f vapors will pass through said diffusing means and out 
RELIABLE” line of furnaces and torches. | through said port. 


Also a full line of plumbers’ tools MO ¢ ¢ ° 


Jobbers supply at factory prices ; ’ , : 
1,551,612. Sectional Heating Boiler. Alfred G. Cripps 


OTTO BERNZ co. INC. 4! | Indianapolis, Ind. A cast iron sectional boiler compris- 

Newark, N. J. i: ing a plurality of intermediate sections each having a body 

COVERED BY PAT- ? i é i ; 
ENTS. “B’ KERO- Offices in New York City, Fort Worth, Denver, | portion with a depending water leg on each side thereof 


SENE ~- GASOLINE. Helena, Mont., San Francisco, Los Angeles, * : - ; A 
Three quarts. Seattle and St. Thomas, Ont. | said body portion having flue openings therethrough 








| each of said legs having a channel formed in the rear 
| and front face thereof which channels terminate in a flue 
| opening at their upper ends and in the space between 


“*KRIEBEL”’ said legs at their lower ends, each of said sections having 
VACUUM RADIATOR | an overhanging portion of less thickness than said section 


adapted to contain water and extending between said 


AIR VALVE, water legs, each of said water legs being provided with 


. | an air passage on the inner side thereof, and each air 
Lets the air out | passage having an inner wall with a notch arranged 


FREELY, | in the upper end thereof on each side of said overhang- 


° ing portion and each air passage having an opening ar 
Keeps it OUT | ; cei 
| ranged at the lower end thereof on each face of said 


It’s Good, Try It! | section as to connect said air passage with said 


channels 
H. K. KRIEBEL 
253 E. Upsal St. 
Philadelphia, Pa. 
Pat. Pend. 














THE GLEOCKLE 


Wrought Iron Adjustable 


RADIATOR BRACKET 
for wall and column radiation 

















Used in buildings where 
the best equipment through- 
out is specified. = 

Write for Booklet A "1,551,642. 


A. F. GLEOCKLE, JR. 


416 Bay Street, ROCHESTER, N.Y. 
Patented ur catalog. page 440 Domestic Engineering Catalog Directory 














1,652,091. 


1,552,091. Pipe Wrench. William O. Thewes, North 
Ridgeville, Ohio, assignor to The Ridge Tool Company, 
North Ridgeville, Ohio. A wrench comprising a handle 
shank having a jaw fixed at one end thereof, a housing 











having a slot extending therethrough, said housing being 


WILHELMI and MODERN | fixed to said handle shank adjacent said fixed paw, a 

Copper Range Boilers removable casing retained within the slot in said housing 
’ said casing being reversible endwise, a threaded shank 
"ites oe | extending through the slot in said housing and_ said 
ATENres rial and workm casing, a jaw fixed to said threaded shank adapted to 
eo datestan Ghussetfty Gans. cooperate with said jaw fixed to said handle shank, said 


No iron used in construc- eRe RER Si Ss ee 
tion. casing exerting pressure against said jaw to normally 
Guaranteed against col- maintain it stationary, and means for maintaining said 
lapse. | sliding shank in position to secure said jaws in desired 
Fn 8 een. You spaced relation for operation. 
ely install them on Sees 
en best jobs. FH 


IMPROVED 


Jenne Supply Co., of Yazoo City, Miss., has opened 
Order frem your Jobber. Made by its new plumbing and heating contracting business on 
Main stree >x r > 2 ate the 

Hayes Manufacturing Co. lain street next door to the Ideal Theater On th 
Paterson, N. J. day of the formal opening, an orchestra entertained the 

guests, and souvenirs were given to the ladies attending 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for 


each insertion. One inch $4.00. Cash must accompany order. 


Situations dion 


SALESMAN: FOR WELL KNOWN 

line of plumbing specialties, brass 
yoods, etc. Must be familiar with 
plumbing material and acquainted 
with plumbing trade in Alabama, 
Georgia and Tennessee. Should own 
a car and make his headquarters at 
Birmingham or Chattanooga. This is 
one of our most desirable territories 
and we want only a first-class sales- 
man of high character who is strong, 
aggressive and dependable. This open- 
ing presents a fine opportunity for a 
permanent, good paying position for 
the right man. Give details of expe- 
rience, references, etc., in first letter 
Interview will be arranged. Address 
Key 443, “Domestic Engineering,” 
1900 Prairie Ave., Chicago, IIl. 


WANTED: EXPERIENCED PLUMB- 

ing supply salesmen to cover North 
Carolina and Virginia territory for 
established house. State experience 
and reference. Address Key 442, ‘“Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago, Il. 


MANY TERRITORIES NOW AVAIL- 

able for men who have a well-estab- 
lished following among the jobbing 
trade, or among plumbers, to represent 
a nationally well-known line of relief 
valves. Address Room 903, Rice Blidg., 
Boston, Mass. 


For Sale 


FOR SALE: CONTROLLING INTEREST 

in established and prosperous com- 
pany manufacturing a special- 
ties. Address Key 32, “Domestic 
Engineering,” 1900 peakte Ave., Chi- 
cago, Ill. 


FOR SALE: ESTABLISHED WHOLE- 
sale plumbing supply business in 
Mid-West City of 400,000. Priced on 
basis of inventory. Less than $10,- 
000.00 required. No agents or trades. 
Address Key 434, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago, Ill. 


FOR SALE—FINE PLUMBING AND 
heating business in city of 3,200. 
Must be sold by October 1 on account 
of health. Can almost buy at own 
price. Master’s license required. Ad- 
dress Key 445, “Domestic Engineer- 
ing,”’ 1900 Prairie Ave., Chicago, III. 


FOR SALE: SMALL PLUMBING AND 

heating shop. Good Indiana town. 
Just the place for one who wants to 
start for himself. Address Key 427, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago, Il. 





FOR SALE—PLUMBING AND HE 
ing business, Colorado city, + rt 
thousand Good conditions ! che e 
right Twenty years same loc: 
Address Key 444, “Domestic Va mesg 
ing,” 1900 Prairie Ave., Chicago, Il. 





Use This Page 
To Get 
What You Want 


If you are looking for com- 
petent employes; or if you con- 
template a change in position, 
have a patent for sale; wish to 
purchase or sell a plumbing and 
heating business; second-hand 
machinery or tools; form a co- 
partnership, etc., your adver- 
tisement on this page will put 
you in touch with the people 
you desire to reach. 

The cost of insertion is only 
eight cents a word and may 


mean many dollars to you. 











Miscellaneous 





WE BUY ALL SIZES OF 


PIPE COUPLINGS 


by We Pay More 


besides paying the freight 
ASK US!——— 


CONSOLIDATED PIPE & STEEL CO. 


2712-24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 





Copy should reach us by Monday morning. 


“PERFECT WIPE JOINTS 


me Formed-Flexible-Finished 
Wi ping Cloth 


made in five sizes for all standard 
joints. Postpaid to your address 
in the next mail or sent C. O. D. 
A post card for full particulars. 


Pat. Sept. 16th, 1924 


GEO. E.WILLIAMS 


Sole Manufacturer 


3 East 26th St. Minneapolis, Minn. 
Eastern Branch 
MARTIN F. CUFF, 106 Summit Read, Elizabeth, N. J. 


Fink’s Plumbers’ Job Tickets 


material slips and contract blanks will save you 
money. Send for samples and prices. 


Wesley A. Fink, Haddon Heights, N. J. 


Books for Your Trade Library 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 4%x6% in. 128 
pages. Cloth. Price, $1.00. 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size, 
4%x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





WALWORTH 


23,000 different items, each designed for a specific duty. 


Walworth Mfg. Co. 


Chicago - Cleveland - Glasgow- Kewanee, Ili.-London-New York 
Philadelphia- Portland, Ore.- San Francisco - Seattle - Youngstown 


Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 


Your supply house can get yours 
through the nearest Walworth sales unit. 


Boston—Kewanee, III. 
WALWORTH INTERNATIONAL CO. 


N K 
FORBIGN REPRESENTATIVE 











Bath a Day Stickers. 
cents per 1,000. 

Bath a Day Buttons. 
$1.75 per 100 

Bath a Day Signs. 
windshields, etc. 10 cents each. 

Bath a Day Posters. 
rooms, windows, etc. 10 cents each. 





For letters, bills, etc. 45 
¥ in. diameter, with pin. 
6% in. diameter, for windows, 


21 in. diameter, for show- 


tising. 
bag 


Bath a Day Slogan Cuts. 
455 cents each. 

e Need of Frequent Bathing.”’ 
booklet to enclose with letters. 
“The Story of the Bath.”’ 
lustrated, for schools, clubs, etc. 
cents; 100 or more, 10 cents per copy; 1,000 or more, 

7% cents per copy. 


DOMESTIC ENGINEERING, 1900 Prairie Avenue, Chicago 


For newspaper adver- 


12-page 
$1.85 per 100. 

42-page booklet, il- 
Single copy, 25 





Im ordering please send 
cheek to save bookkeeping. 
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The finished end 
of EAGLE Lead Pipe is your 
guarantee of quality 


HE smooth end of Eagle Lead Pipe—which careful buyers 

have come to consider a guarantee of quality—is a dis- 
tinctive feature of Eagle-Picher manufacture. Eagle Pipe is 
not sawed off in uneven fashion. Each end is carefully reamed 
out to insure its regularity and uniformity of dimension. All 
possibility of inaccuracy is eliminated. 


This feature is typical of the unusual care taken in the 
production of Eagle Pipe. Only virgin metal is used, which 
insures long unbroken service and uniform wearing. Both the 
interior and exterior surfaces are highly polished, which not 
only provides a finer appearing pipe, but eliminates the chance 
of foreign matter collecting on the inside. 


Eagle-Picher standards of quality are not an overnight 
growth. They are the result of years of experience in seeking 
always to produce a finer lead product for every use. 


We will gladly send you a catalog and full information about 
Eagle Pipe, Fittings, Solder or other lead products. 


The EAGLE-PICHER LEAD COMPANY : Chicago - Joplin « Cincinnati 


EAGLE 


Lead Pipe + Fittings + Solder 


Producers of lead and allied products - Eleven Plants - Branches in all brincival cities 





Mention Domestic ENGINEERING when writing advertisers. 





. average heating boiler of the same grate area) is in direct 












You Get Real 
Heating Efficiency 


with 


‘COIL 


HEATING BOILERS 
& WATER HEATERS 

















In the first place the entire heating surface of a “Coil’’ 
Heating Boiler (from 50°: to 100°. more than in the 






contact with the radiant heat of the fire. This, together 
with the large combustion chamber effects a wonderful 
Saving in fuel. 









Then, the coils, being made of arsenical copper tubing, 
take up all expansion and contraction without breakage, 
are free from rust and scale and cannot burn out, as they 
have no dead ends to fill up. And—a big safety feature 
—the steel shell cannot crack, even under high pressure 
and at extreme temperatures. 









Let us Send you 


Full Details 









Representatives wanted in territory not at present covered 





MONITOR BOILER COMPANY 
1505 Race Street 


Philadelphia - 





Pennsylvania 





IF YOU HAVE NOT AL- 
READY RECEIVED YOUR 
LIST OF QUESTIONS BY 
MAIL, ASK YOUR JOBBER 
FOR A COPY, OR WRITE 
US DIRECT. 


This Contest is 
for Plumbers and 
Steamfitters who 
have used ‘X 
Liquid prior to 
the first an- 
nouncement of 
this Contest. 


We want every plumber, Steamfitter and their em- 
ployees to get in this Big Prize Contest. Six easy 
questions to answer. Write us fully and frankly. 


First Prize - $150.00 Third Prize - $75.00 
Second “ - 100.00 Fourth “ - 50.00 
Fifth Prize - $25.00 
Five $10 Prizes Fifteen $5 Prizes 


YOU CAN WIN 
Answers to the six questions will be judged on their 
merits and not by spelling, phrasing or wording. Contest 
opens September 8th and closes December Ist. All letters 
must reach our office before midnight, November 30th, 
1925. 
_ WINNERS WILL BE NOTIFIED PERSONALLY 
AND ANNOUNCED IN THIS PUBLICATION. 


**X’”? LABORATORIES \\ 


ANY 
= , - , r VAS 
25 West 45th Street New York AA/ 
Factories, Boston and Torcn‘o @ Ries 
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